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CHARLOTTE, N. C. (BP) —Coun- 
try and western superstar Johnny 
Cash premiered his new movie, “The 
Gospel Road,” on the life of Christ 
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before a packed theater here, donat- 
ing proceeds of the premier to a North 
Carolina Baptist school that earlier 
had given him an honorary doctor- 


Several of the Spring Street Singers and televangelism host Kenneth Chafin 


(front row, at left), 


sing together in one of the first productions of ‘Spring 


Street USA,’’ Southern Baptists’ nationally televised evangelism series. Seat- 
ed next to Dr. Chafin is Miss Eva Carol Aultman, of Oxford, the one Missis- 
sippian in the group. The series will be premiered on twenty stations starting 
April 1, thanks to over-the-goal gifts to the Annie Armstrong Easter Offering 
for Home Missions last year. Thirty percent of gifts over $6,0000,000 this 
year will go to expand the televangelism project. 


SBC Theme Will 


Mrs. Eldie F. 
the memorial edition of the book’ 
Love Them,” 
* David Hicks, son of Mr. Hicks; 


Grant; Mrs. 


Hicks and family members at her home in Oxford observe 
“Help for Single Parents and Those Who 
dedicated to the late Rev. Eldie F. Hicks. From left: 
Mrs. David Hicks, their two sons, 
Eldie F. Hicks and Dr. J. Clark Hensley, Jackson, author of 


Rev. 
Bay and 


the book.—Photo courtesy Susie James, Oxford Engle. 


New Book By Dr. Hensley Is 
Memorial To Rev. E. F. Hicks 


“Help for Single Parents and Those 
Who Love Them”’ is the title of a 
new book written by Dr. J. Clark 
Hensley, of Jackson, and recently re- 
leased as a memorial to the late 
Rev. Eldie F. Hicks, formerly pastor 
of First Baptist Church of Waynes- 
boro and first chairman of the Chris- 
tian Action Commission of the Mis- 
sissippi Baptist Convention. 


Memorial gifts were made by Com- 
mission members, the First Baptist 
Church of Waynesboro, member of 
the Hicks family, and friends. 

Sufficient funds were collected to 
distribute copies of the memorial edi- 
tion to each Baptist pastor in Missis- 
sippi. 

Dr. Hensley added that the book 
deals with the problems of those who 


Dr. Hensley, executive director of have lost their spouse by divorce, 

the commission Said the book is a_ death, ar Cence a We oe palin child. en. 
eer Tor” Thi paler palberiee 49% are tad Seure ot oY ‘younger: 

Mr. Hicks served as pastor at Way- “More than ten million children 


nesboro from 1943 to 1955, at Magee 
until 1961, when he returned to the 
First Church, Waynesboro, where he 
served until his accidental death on 
August 22, 1971. 

Presentation copies were made to 
Mrs. Hicks at her home in Oxford 
on eb. 28, and to the First Baptist 
Ch h, Waynesboro, Rev. Brooks 
BarMey,’ pastor, and to the First 
Baptist Church, Magee, Rev. Oliver 
Ladnier, pastor, on Sunday, March 
4th. 

“Three years ago Dr. Hensley was 
asked to undertake this project and 
develop help from a Christian pe r- 
spective,” according to Dr. Charles 
E. Myers, of Jackson, Christian Ac- 
tion Commission chairman and pa s- 
tor of Alta Woods Baptist Church. 

The project was designated as a 
memorial to Mr. Hicks upon his ac- 
cidental death in 1971. 


BAPTIST HYMNAL’ 
TO BE REVISED 


NASHVILLE (BP) Plans are 
being initiated by the Southerfi Bap- 
tist Sunday School Board to revise 
Baptist Hymnal, published in 1956, 
according to James L. Sullivan, pres- 
ident 6f the Sunday School Board. 

The hymnal committee, a 65-mem- 
ber committee representing the wide 
Spectrum of Southern Baptist life, 
convened in Nashville for a three- 


(Continued on page 3) 


in the United States are included in 
this age group,’’ Dr. Hensley stated. 
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‘Gospel Road’ Opens At Baptist School) 


ate degree. 

About $7,000 received through th 
film premier was given to Gardne! 
Webb College in Boling Springs, 
C., which awarded Cash the 


of humanities degree in September, 


of 1971 because of Cash’s hi 
tarian work with prison inmates. 

“Why? Because they did so much 
for me it made me feel at home,” 
Cash responded when asked his mo- 
tivations for giving proceeds to Gar- 
dner - Webb. 

Cash, dressed in his traditional 
black, called the premier of the film, 
“the highlight of my life,’’ adding it 
was a “real thrill to me’’ to see the 
marquee saying ‘“‘Gospel Road.”’ 

“It was an even bigger thrill when 
I saw that big ‘G’ rating,” Cash 
added. “I just hope that this will be 
the first of many films which are fit 
for our children as well as ourselv- 
es.”’ 

The movie, shot in Israel, is a doc- 
umentary on the life of Christ as told, 
both in music and narration, by Cash. 

Cash financed the picture himself. 
His wife, country music singer J une 
Carter Cash, played the part of Mary 
Magdalene. 

The premier was marred by a tele- 
phone threat on the life of Cash. 


(Continued On Page 2) 


Acteens from every section of the state attended Queen’s 
Court held March 9-11 at Camp Garaywa and sponsored 
by State WMU. Seven girls present had attained the 
rank of ‘Service Aide,’ the highest in Studiact, individual 


achievement plan. They were, from 


OI-€ 


219 ENROLLED IN QUEEN’S COURT AT CAMP GARAYWA 
Jennifer Price, Vickie Hutto, Cindy Milton, all of Mead- 
ville Church; Jean Calvert, Gaston, Booneville; Dianne 
Harris, Jayn Lollar, both of East End, Columbus, The 
program was directed by Mrs. Barbara Taylor, ad- 
ministrative assistant. 


left: Linda Hill, 


STATE COOPERATIVE RECEIPTS UP 24.3 
PER CENT FOR YEAR 1973 OVER 1972 


Mississippi Baptist Cooperative Program receipts for the first two 
months of this year, through February, totaled $995,271 according to Dr. 
W. Douglas Hudgins, Jackson, Executive Secretary - Treasurer of the 


Mississipri 


Baptist Convention Board. 


This is a gain of $194,454 or 24.3 per cent over the $800,817 giver 
the same period of 1972, Dr. Hudgins added. 
Receipts for February totaled $438,181, a gain’ of $19,218 or 4.6 per- 


cent over the $418,963 given in February of last year. - 
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Be ‘Share The Word Now 


PORTLAND, Ore. 


(BP)—Carrying out the theme ‘Share the 


Word Now,”’ the program for the Southern Baptist Convention’s 
116th annual session here June 12-14 will conclude with a ‘‘Share- 
the-Word Celebration’ featuring an address by Oregon Senator 


Mark Hatfield. 

The proposed agenda for the three- 
day convention, which begins Tuesday 
morning and concludes Thursday 
night at the Memorial Coliseum, was 
released by the chairman of the con- 
vention’s committee on order of busi- 
ness, Russell H. Dilday Jr., pastor of 
Second-Ponce de Leon Baptist’ Church 
in Atlanta. 

The ‘‘Share-the-World Celebration’’ 


| during the closing Thursday night ses- 


sion, will be coordinated by the SBC 
Sunday School Board, with Louisville 
entertainer Grady Nutt as master of 
ceremonies. 

Designed to call messengers and 
visitors “‘to a more frequent and deep- 
er sharing of their Christian experi- 
ence now,” the celebration will be 
presented in three parts: ‘‘The Word 
We Share,”’ ‘‘The Way We Share,’’ and 
“Our Commitment to Share.”’ 

James L. Sullivan, executive sec- 
retary of the SBC Sunday School 
Board Nashville, will begin the first 


part, emphasizing the urgency of 
“sharing the word now.” 
Annie Vallotton of Paris, France, 


illustrator of Today's English Ver- 
sion of the New Testament, will pre- 
sent sketches of New Testament 
scenes as portions of the scripture 
are read. 

The second part will consist of testi 
monies by famous individuals, includ 
ing Sen. Hatfield, along with a promi- 
nent entertainer and an outstanding 
sports figure whose participation is 
still being negotiated. 

The celebration will close 
brief service of commitment 
Ralph H. Langley, 


aeadans 7 Pada 


with a 
led by 
pastor of Willow 
St eye Houston: , 


evening and 
Stress Hicoriey pieiena3 ses 
sions will emphasize missions, with 


the focus Tuesday on foreign missions 


“Sion, Board, s_ television 


and Wednesday on home missions. 

Major addresses are scheduled on 
Thursday by a black Baptist minister, 
Frederick Sampson of Tabernacle 
Baptist Church in Detroit; and by a 
seminary ethics professor, William M. 
Pinson Jr., of Southwestern Baptist 
Theological Seminary, Fort Worth. 

Other major addresses include the 
annual convention sermon, scheduled 
Wednesday morning, by Dotson M. 
Nelson Jr., pastor of Mountain Brook 
Baptist Church, Birmingham; and the 
annual president's address, slated 
Tuesday morning, by SBC President 
Owen Cooper of Yazoo City, Miss. 

Cooper, chairman of the board for 
the Mississippi Chemical Corp., and 
the first layman elected as SBC pres- 
ident in 13 years, will preside through- 
out the three-day convention. 

Each of the five morning and after- 
noon sessions will open with a theme 
meditation brought by Sullivan, whose 
lead-off message during the Thursday 
night session will conclude the medi- 
tations on the theme, ‘Share the Word 
Now.” 

For the second consecutive year, 
music will be under the direction of 
William J. Reynolds, secretary of the 
church music department for the SBC 
Sunday School Board 

Seven musical groups have been 
scheduled to sing during the sessions, 
providing music for inspiration, 
Reynolds said 

The groups include: The Celebra- 
tion, from First Baptist Church, Fort 
Smith, Ark.; The Spring Street Sing- 
ers, organized for the SBC Home Mis 
PaO SF em 
agrees Street USA:” The Revelation 
Singers of Arapahoe Baptist Church, 
Littleton, Colo.; the Lower Columbia 

(Continued on page 2) 


Gladys Hopewell,- 
SBC Missionary, 
Found Murdered 


TAINAN, Taiwan Miss Gladys 
Hopewell, Southern Baptist mission- 
ary to Taiwan for 19 years, was found 
slain in her her apartment here short- 
ly before 9-p.m. Sunday, Mar. 11. 

She apparently died of strangu- 
lation. 

Miss Hopewell, 57, of Hopkins Coun- 
ty, Ky., had been dead 3 hours when 
the murder was discovered by her 
maid and a university student enter- 
ing her locked and darkened apart- 
ment. 

According to C. Robert Beard, 
Southern Baptist missionary associate 
in Tainan, the main electric switch 
had been pulled. 

Beard reported at noon Monday that 
the police were working on the case 
but details of the murder were not yet 
clear. 


The police were reported to be seek- 
ing the maid’s missing husband. 

Initial information, Beard added, 
indicates no evidence of forcible en- 
tering into the apartment or of rob- 
bery. 

Funeral and burial arrangements 
were incomplete early Monday pend- 
ing decision by Miss Hopewell’s 
family 

Miss Hopewell’s survivors include 
her mother, Mrs. Bernice Hopgweil, 
and a brother, Joseph C. Hopewell, 
both of Talladega, Ala. 

Miss Hopewell is the fourth South- 
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lence in 20 months 
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Paul Potter were 


(Continued on page 2) 
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St. Louis To 
Host Annual 
RA Congress 


MEMPHIS — Presentations by for- 
mer astronaut James Irwin, Southern 
Baptist entertainers, Grady Nutt and 
Jerry lower, and _ Brotherhood 
Commission Executive Director Glen- 
don McCullough will highlight activi- 
ties at the Fifth National Royal Am- 
baSsador Congress scheduled for St. 
Louis, Missouri, August 14-16, 1973. 

The three - day Congress, expected 
to draw between 7,000 and 10,000 teen- 
age Royal Ambassadors, will also 
feature participation by the teens 
both in regular sessions and in a 
special “Care and Share’’ afternoon 
of mission action projects and pe r- 
sonal witnessing. 

Multi - media presentations ex- 
pounding on the Congress general 
themes — ‘‘Gateway to Missions’’ are 
scheduled for all four Congress ses- 
sions. “World Missions’’ is the open- 
ing session theme. A new youth mu- 
sical written by Ed Seabough of the 
Home Mission Board, Foreign M i s- 
sionary Bill O'Brien, and Composer 
Bill Cates will officially open the 
Congress. 

Multi - media experiences featur- 
ing Southern’ Baptist Entertain- 
ers Grady Nutt and Jerry Clower, 
former astronaut James Irwin, and 
Brotherhood Commission Executive 
Director Glendon McCullough will fill 
the other three Congress sessions on 
“Commitment,’’ ‘‘The Great Com- 
mission,’ and “Involvement . Now." 
Charles Doggett, Congress program 
director and director of the ost 
hood Commission's Pioneer youth) 
Royal Ambassador Departmént de- 
scribed the Congress as ‘‘one of the 
most significant missions meetings 
for youth in the history of the South- 
ern Baptist Convention."’ 

“We're on the verge of an exciting 


era of doing missions as well as 
learning about missions,’' explained 
Charles Doggett, Congress -program 


director and director of the Brother- 
hood Commission's Pioneer (youth) 
Royal Ambassador Department. 

“‘We hope the Fifth National Royal 
Ambassador Congress will bé a catal- 
yst for a new wave of personal in- 


“Walvemant. iis: "hiistthe:- lank ten, FBS 


Royal Ambassadors,"’ Doggett ¢m- 


phasized. 


(Continued on page 3) 


Wood Fits U. S. Religious Discrimination Guidelines 


WASHINGTON (BP) — A Baptist 
leader here vigorously condemned re- 
cent Department of Labor guidelines 
prohibiting religious discrimination in 
the nation’s church-related colleges 
that have participated in federal con- 
tracts or that have received federal 
subsidies. 

James E. Wood, Jr., executive di- 
rector of the Baptist Joint Committee 
on Public Affairs, charged that the 
Department of Labor guidelines ‘‘must 
be seen as a direct invasion of govern- 
ment into religion and private educa- 


tion in the most sensitive area of 
school administration decision 
making.” : 


Wood made his attack in an article 
appearing in the March Issue of Re- 
port from the Capital, monthly bulle- 
tin of the Baptist Joint Committee. He 
also made identical charges in a spe- 
cial report to the semi-annual meeting 
of the Baptist Joint Committee> 

The guidelines (otherwise, known as 
rules and regulations) took effect on 
February 20, 1973. They tell how to 
comply with requirements of Execu- 
tive Order 11246, as amended, for pro- 
moting and insuring equal employ- 
ment opportunity for all persons em- 
ployed or seeking employment with 


government contractors and subcon 
tractors without regard to religion or 
national origin 

The Executive Order 11246 was is 
sued September 24, 1965 by President 
Lyndon B. Johnson following the en 
actment of Title VII of the Civil 
Rights Act of 1964. The executive or 
der declared that ‘‘the policy of equal 


Miss Marjean Patterson 


STATE WMU CONVENTION 


opportunity applies to every aspect of 


federal employment policy and prac 
tice.’ The guidelines are administered 
by the Labor Department's Office of 


Federal Contract Compliance (OFCC) 

Before the religious and ethnic rules 
and regulations were issued, a group 
of church representatives, including 
Wood and John W. Baker, director of 


Miss June Whitlow | 


H 


Alta Woods Baptist Church, Jackson 


Messages by Owen Cooper, Miss June Whitlow, 
Mrs. Joy Davis, Tommy Starkes, Other Missionaries 
— Closes Mar. 28, 3:00 p.m. 


i ess 


Begins Mar. 27, 9:30 a.m 
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research services for the Baptist Joint 
Committee, met with officials of 
OFCC. They attempted unsuccessfully 
to modify the sweeping provisions of 
the proposed gudielines 

Wood pointed out that one of the 
most disconcerting aspects of the rul- 
ing by the Department of Labor is 
“that religious nondiscrimination in 
employment by these schools must 


Graham, HMB Speak 
Christian- jewish ‘Key 


MONTREAT, N Cc. (RNS) — Evan- 
gelist Billy Graham has described the 
Gospel’s method of evangelism as 
“persuasive invitation, not coer- 
in a statement issued here 
to ease tensions that have arisen in 
Christian - Jewish relations over Key 
73 

He declared that although the right 
of sharing a belief with others is 
“implicit in any belief,”” he frowns 
on proselythzing that ‘‘seeks to com- 
mit men against their will." 

The evangelist also pointed out 


cion,”’ 


apply to persons émployed to geach 
religion as well as other subjects. 
“A department of religion in a 
church-related college or university, 
it if holds a contract with the federal 
government for $10,090 or more, may 
no longer discriminate in the hiring of 
its religion faculty on the basis of re- 
ligion,’’ Wood continued. The only ex- 
(Continued on page 2) 


Out On Tensions In 
73° Relationships 


that in his evangelistic efforts, he 
has never singled out Jews or any 
other groups for special attention. 

Full text of Mr. Graham's _ state- 
ment follows 

“The reports about a growing mis- 
understanding in Christian - Jew- 
ish relationships over Key 73 have be- 
come a source of concern to me. In 
order to help ease some of these ten- 
sions, I want to explain my own po- 
sition. 

“While I have not been directly in- 


(Continued On Page 2) 


er 
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ere 


“(Continued from page 1) 
ception would be a chaplain whose re- 


cerning the continued identity, integ- 
rity, and existance of religiously ori- 
ented sthools as such. 

“To take the position that denomi- 
national or religiously oriented schools 
may no longer discriminate on the 
basis of religion in the selection of 
their faculty is, in effect, to deny the 
right of such schools to preserve their 


r 


MC Students Visit Baptist Interests 


A group of students studying religious education at Mississippi College 
under direction of Dr. Norman O'Neal, head of the department, recently 
toured Baptist interests in the Jackson area as a part of the “in-service” 
training sponsored by the Cooperative Missions Department, Dr. Foy Rogers, 
director. In the above photo taken in the Baptist Building, Dr. O’Neal is 
seated at extreme right, with Dr. Rogers next to him. Therman V. Bryant, 


associate in the Cooperative Missions 


Department, directs the program. 


Graham, Home Board Speak 


(Continued from page 1) 


volvéd in the developing organiza- 
tion of Key 73, I have from the begin- 
ning publicly supported its concept. 

“First, as an evangelist, I am 


is the right of sharing it with oth- 
ers. The message that God is love 
prompts any recipient of that love to 
declare it to others. 


“Secondly, just as Judiasm frowns 


on proselytizing that is coercive, or 
that seeks to commit men against 
their will, so do I. Gimmicks, coer- 
cion, and intimidation have had po 
Place, in my evangelistic. efforts, Lo 
tainly not. in historic Biblical: evah- ~ 
gelism. The American genius is that 


without denying anyone an expression 
convictions all are neverthe- 
less partners in our society. The Gos- 
pel’s method is persuasive invitation, 


raise the spiritual level of our people 
and promote mutual understanding.’’ 


Answers 
® ‘x’ (BP) = As” ériticism “of” 
Key 73 by the American Jews, n-ounts, 
Southern Baptist interfaith leader M. 
Thomas Starkes of Atlanta issued a 
statement saying at no place are 
Jews singled out as special targets 
of evangelism. 
“Key 73 can be a process of learn- 
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the National Cheng- 


ing for both Christians and Jews for 
mutual social service for the king 
dome of God. It must be experienced 


in an atmosphere of keen under- 
standing,’’ said Starkes, who heads 
the Home Mission Board’s  depart- 


ment of interfaith witness here. 

Starkes said that witnessing is an 
integral part of the Christian essence 
and Key 73, the combined evangelis- 
tic effort of more than 140 Christian 
denominations to “bring our contin- 
ent to Christ’’, is a part of a continu- 
ing emphasis of Christian life. 

However, ‘‘care should be taken by 
Christians to witness with caring love 
being careful not to exploit or mani- 
pulate any person simply because. he 
+has _a. Jewish + sounding name,” 
Starkes said, ‘Choice for or -against 
Jesus as Messiah is an _ individual 
matter, involving the free exercise of 
conscience. Any attempt to limit this 
freedom, either by representative or 
recipier® is to dehumanize the pro- 
cess of exchange.” 

Criticism of Key 73 by the Jews 
has come since the announcement of 
the evangelistic effort. 


Furloughing 


Missionaries 


As of February 9, the following mis- 
sionaries were on furlough in Missis- 
sippi. Churches wishing to have one 
or more of them speak to their con- 
gregations may contact them at the 
addresses given. 

Raymond L. Kolb, 208 East Main 
Street, Clinton; James A. Foster, Apt. 
216, Plantation Manor, Clinton; W. 
Arthur Compere, 2334 Coronet Place, 
Jackson; John D. Smith, 715 East 


Northside Drive, Jackson; Antonina 
Capea: ri;-089. Clinton Blvd... -Sack-__- 
som: Charies W. Whitten,- 3381 


Canton Road, Jackson; W. Ralph Da- 
vis, 700 Grace Avenue, Hattiesburg; 
Robert A. Holifield, Route 4, Box 
150B, Hattiesburg; John W. McFad- 
den, 2407 Pearl St., Hattiesburg; 
Stanley D. Stamps, 921 Jackson Ave., 
Columbia; Thomas O. Barron, Box 
249, Richton; S. Payton Myers, P. O. 
Box 64, Columbia. 


SBC Theme Will - - - 


(Continued from page 1) 


Singers of Longview, Wash.; The Free 
People and The Trouveres, both of 
California Baptist College, Riverside; 
and the Chapel Choir of First Baptist 
Church, Abilene, Tex. 

In addition, solos will be presented 
by. Russell Newport, businessman 
from Springfield, Mo., and Randall 
Veazey, concert soloist from F ole y, 
Ala. A duet will be sung by Mr. and 
Mrs. James Yates of Yazoo City, 
Miss. Yates, pastor of First Baptist 
Church@gind his wife will sing just be- 
fore layman Owen Cooper brings the 
presidential address. 

Most of the convention program, as 
usual, will be devoted to conducting 
the business of the nation’s largest 
Protestant-evangelical denomination. 

During the three-day meeting, a 
total of five hours, 40 minutes will be 
devoted to miscellaneous and special 
business. An additional six hours will 
be devoted to hearing reports on the 
work of 22 agencies, institutions and 
> 5 gma related to the conven- 


Wood charged that the department 
of labor policy on contract compliance 
is “seriously defective’’ because (1) 
“it is far too sweeping in its applica- 
tion” and (2) it fails to distinguish be- 
tween schools that have federal con- 
tracts for services rendered and 
“those institutions which are partially 
supported or subsidized by federal 
funds for the construction of buildings 
and the general operation of their 
school program. 

.“‘By no stretch of the imagination,” 
Wood declared, should program in- 
volving contracts with the federal 
government for R.O.T.C., training of 
Peace Corps volunteers and similar 
services rendered to the government 
by the school ‘‘be viewed as aid to the 
school itself.” 

Wood concluded: ‘for the state to 
take the position that denomina- 
tional or religiously oriented schools 
which have entered into a contract 
with a federal agency may no longer 
preserve their religious identity is a 
denial of a basic civil right in itself. 

“It is to call into question the mean- 
ing and substance of the First Amend- 
ment, to limit the authority and pow- 
er of government over religion. For 
the termination of religious discrimi- 
nation in church schoo® inevitably 
will bring the elimination of the rights 
of church school to their religious 
identity.” 

In response to this report of the 
executive director, the Baptist Joint 
Committee voted to-.offer the serv- 
ices of its staff to any church-related 
Baptist institution to help clarify the 


Jackson County 
Receives $16,000 
For New Church Sites 


C. I. Miller, center, and 


Robert 
Lynn, right, 
from’: Jackson’ County Associa- 
tion, happily received from Dr. W. 
Douglas Hudgins a check from state 
mission funds in the amount of $16,000 
to be used in the purchase of new 
church sites. When this presentation 
was made, Dr. Hudgins was in Jack- 


son County to speak to 251 men who ~ 


had gathered at the Junior College 
cafeteria for a meal and to hear the 
needs of missions in the area. 

At this time the Mission Investors 
Plan was reactivated and some 209 
pledges were received, for a total 
$2,432. Their goal is 500 people giv- 
ing $10.00 each for four times, over 
a two - year period. 

“‘Never have we seen a greater dem- 
onstratioh of enthusiasm in a meeting 
of this nature. Dr. Hudgins, our be- 
loved and efficient executive secre- 
tary, set the stage in a most encour- 
aging report on Baptist work in the 
state and in a spirited challenge with 
regards to the opportunities in Jack- 
son County. The men left the meeting 
praising the Lord for his wonderful 
works among the people,’ reports 


Rev. Zeno Wells, superintendent of 
missions. 
“The faith, dedication and enthu- 


siasm of our Missions._Committee 


len Webb,, accourits for much of the + 


success of this meeting,’’ he contin- 
ues. 


‘Gospel Road’ Opens - - 
(Continued from page 1) 


While the 777 - seat theater audience 
was watching the fim, a phone call 
was received by a member of the 
Cash party at the theater box office. 
The caller threatened Cash's life 
but also said where he was when he 
made the call. 

Police escorted Cash away from the 
theater. Later they arrested a suspect 
believed to have made the call, tak- 
ing him to the Charlotte jail for ques- 
tioning. 

Cash returned to the theater 40 
minutes later to introduce the second 
showing of “The Gospel Road’ dur- 
ing the premier performance even- 
ing. . ; 

Concerning the film,.Cash had this 
to say: “There comes a time in a& 
man’s life when he feels it's time to 
do semething for the world, and for 
me this ‘film is it. It is the story 
of Christ. 

“We think this is one of the few 
serious offerings on the screen today 
that can be seen by all members of 
the family, and we are proud of it,” 
Cash said. 

Cash, along with singer Joe South 
and Kris Kristofferson, provided mu- 
sic for the film. 

City officials prespnted the noted 
entertainer a key to the city during 
his visit. 


state’ board members~ 


guidelines for Executive Order 11246. 
The committee also voted for its staff 
to express its deep concern to the 
highest governmental officials ‘‘about 
the unfairness of the guidelines, espe- 
cially in regard to contracts that do 
not involve subsidies.’ 

The Committee in an amicus curiae 
(friend of the court) brief asked the 
Supreme Court of the United States 
to rule that “tax credit for tuition 
paid to parents to nonpublic schools’’ 
is a violation of the establishment 
clause of the First Amendment of the 
Constitution. 8 

The brief, prepared by the research 
department of the Baptist Joint Com- 
mittee, was filed by Joseph B. Fried- 
man, attorney for the committee as 
amicus curiae. 

John W. Baker is the associate di- 
rector of the Baptist Joint Committee 
in charge of research services. Rose- 
mary Brevard is his assistant. 

The Baptist Joint Committee of 
which James E. Wood Jr. is execu- 


JEWISH AGENCY HAS SUGGESTIONS 
FOR CHRISTIAN EVANGELISM GROUPS 


NEW YORK (RNS) — The Amer- 
ican.Jewish Committee has issued a 
statement on Christian evangelistic 
movements that includes suggestions 
for how Christians may prevent such 
efforts from leading to ‘‘tension and 
ccnflict.’’ 

In the official statement, which was 
ratified by the Committee’s Board 
of Governors here, the Jewish organ- 
ization called attention to the stated 
aim of Key 73, “‘to share with every 
person in North America more 
fully and more forcefully the claims 
and message of Jesus Christ.’’ 

It also noted that “there as been 
a marked increase in the efforts of 
those missionary groups which aim 
specifically at the conversion of Jews 
to Christianity.’’ 

The American Jewish Committee 
said that it ‘‘recognizes the inherent 
right of all religious communities to 
propagate their faith in our pluralist 
society."’ But it cautioned that ‘‘mis- 
sionary approaches to Jews have fre- 
quently been based on a false, stereo- 
typed and caricatured image of Ju- 
daism as an ‘incomplete’ or ‘obsolete’ 
religion that has been replaced by the 
‘new Israel’ of Christianity. Such a 


A tour of Mississippi Baptist Hospi- 
tal will be part of the: hospital’s ob- 
servance of ‘“‘Career Day’’ on March 
20. Making plans for the tour are, 
from left: Charles Brewer, first -year 
x-ray student; Mrs. Angie Renfroe, 
student practical nurse; and Miss Ka- 
thryn Bearden, director of student 
activities. 


Career Day March 20 
At Baptist Hospital 


Questions about hospital careers 
will be answered at Mississippi Bap- 
tist Hospital March 20 as the hospital 
conducts a “Hospital Career Day”’ for 


- ae Viveuch’a-cates?s 


Throughout the day, hospital pe r- 
sonnel will be on hand to give infor- 
mation to the public regarding their 
respective job duties and responsibil- 
ities. 

“Young people are especially invit- 
ed to be with us on this day,’’ said 
hospital administrator Paul J. Pryor. 
“What they learn on March 20 may 
help them plan their future. 

Today's hospital, said Pryor, may 
have as many as 200 different job 
classifications, including maintenance 
personnel, housekeepers, secretar- 
ies, clerks, book - keepers and tele- 
phone operators. 

“A hospital,” said Pryor, ‘‘is almost 
a miniature city in itself. And, like a 
town or city, it never closes. It must 
have .enough personnel to providing 
services 24 hours a day."’ 

Hospital jobs, said Pryor, include 
dietitian, engineer, physical thera- 
pist, occupational theapist, med-° 
ical _record librarian, pharmacist, 
technicians and many others. 

Volunteer ‘Workers in a ~ hospital, 
said Pryor, inclade « avxiltary mem- 
bers, ‘teen - age “Candy Stripers.” 
clergymen and others helping bring 
comfort and cheer to patients. 

“These are some of the jobs,"’ said 
Pryor, “that people may not think 
about — jobs other than nurses and 
orderlies and nurses’ aides and phy- 
sicians we usually visualize in ho s- 
pitals."’ 

A general session will be held in 
the hospital cafeteria on March 20 be- 
tween 2 p.m. and 4 p.m.; visitors will 
be welcome at any time during the 
day. 


 Secketer, Maioh us, Ta Parkway’s “Impact” 


Vood Hits US Religious Discrimination Guidelines to seventh Week 


On WJTV-TV 


Parkway Church, Jackson, is enter- 
ing the seventh week of telecasting 
special programs designed to share 
the impact of the Spirit of Christ with 
Mississippians. 

The program has .an easy flow and 
informal type format which has been 
designed and weekly reshaped by the 
church’s minister of education and 
church administrator, Winford L. 
Hendrix. 

Each week Dr. Bill Causey, pastor 
of Parkway, shares an informal mes- 
sage which follows various musi- 
cal presentations and interviews with 
different personalities. 

Lonnie Stewart, minister of music 
at the Church, is a regular partici- 

The committee expressed concern pant on the program with Dr. Causey 
that among their constituencies mis- and Mr. Hendrix. is 
understandings persist regarding Su- The weekly program normally 
preme Court decisions in 1963 and 1964 ‘telecast at 4 p.m. Sunday afternoon 


on state-supported ible 0” channel 12, Jackson. 

readings i ae Ears — Bryant Cummings, director, Sunday 
, School Department, Miss. Baptist Con- 
vention Board, will be interviewed 


tive director, earlier authorized its 
staff to file amicus briefs on matters 
on which the committee has taken po- 
sitions when they consider the sub- 
ject to be of sufficient import. © 
Agency Confronts Issues 

The Committee instructed its staff 
to develop study papers and strate- 
gies on a number of key church-state 
issues, including the history of tax 
exemption on church properties 
IRS regulations exempting ministerial 
housing allowances. 

The Baptist executive and repre- 
sentatives from six national Baptist 
bodies in the United States asked 
further that the Washington staff de- 
velop a strategy for launching an in- 

, tensive educational program regard- 
ing religion in public education. 


rent president of the Mississippi Bap- 
tist Convention, will be interviewed 
by Mr. Hendrix on the program sched- 
uled for April 1. 


few is offensive to the dignity and hon- 
or of the Jewish people.” 

Since such evangelism efforts may 
“become a source of tension and 
conflict,’ the Jewish Committee said 
it offered some suggestions of how 
they might avoid those results. 

The statement urged the groups tak- 
ing part in Key 73 and similar efforts 
“‘to respect the convictions and feel- 
ings of Jews and to disavow speci- 
fically any intention to thus prosely- 
tize the Jewish community.” 

Particular tare should be taken, 
the Committee said, ‘‘in the presenta- 
tion of such themes as the Crucifix- 
ion and Jewish reaction to Jesus, so 
as not to contribute to the develop- 
ment of anti - Jewish attitudes in the 
Christian community.”’ » 


Mrs. Duane Ivey, Son 
Recovering From 


Accident In N. J. 


Rev. and Mrs. Duane Ivey, former 
Mississippians, are serving as home 
missionaries in New Jersey.. They 
moved there last October from Chel- 
sea, Massachusetts. 

The Sunday after Thanksgiving, 
Mrs. Ivey (the former Fay Lee) and 
their son, Randal, were in an automo- 
bile accident. (This was previously re- 
ported in the Baptist Record.) 

Both Mrs. Ivey and Randal were 
very seriously injured, but are con- 
tinuing to improve. Randal suffered 
a brain concussion, crushed cheek 
bone, broken jaw and chin, and lost 
some teeth. Both ‘bones in his left 
leg were broken. His mouth had to be 
wired together so that it yet cannot 
be opened at all, and liquids are all 
he can have. Consequently, he has lost 
much weight. The right side of his 
face, which was paralyzed, is much 
better, but he cannot completely close 
his eye yet. He gets about the house 
well on crutches. Tutors have started 
coming to the house to help him with 

major subjects. 

(Mrs: Ivey’s right knee and atikle 
were dislocated and broken.” Hér’ eft 
ankle was dislocated and broken and 
left leg broken in three places. All lig- 
aments in her right knee were dam- 
aged. On February 17 she was to un- 
dergo a sixth operation. She sits in a 
wheel chair for an hour or two each 
day and the doctor fé@is that she will 
be able to walk again. 

Mr. Ivey says, ‘‘Pictures of the 
car remind us that God still works 
miracles and are grateful for His mer- 
cy in sparing their lives.’’ 

He is pastor of South Monmouth 
Baptist Chapel in. Neptune, N, J.,..a 
part of the Metropolitan New Y ork 
Association and the Baptist Convention 
of New York, They live about an hour 
south of New York City, at 14 Shore- 
brook Circle, Neptune, N. J. 07753. 


FMB Appointment 
Meet Set For Mobile 


RICHMOND — For the first time 
in history, the Southern Baptist For- 
eign Mission Board will meet in Ala- 
bama. The Board has set a semi-an- 
nual meeting and appointment serv- 
ice for Mohile, April 9-11. 

Two ‘meetings. of the -Board will 
be open to the public — the appoint- 
ment service Tuesday night, April 
10, at Mobile Municipal Auditorium, 
and a Wednesday morning session at 
Dauphin Way Church. 

In addition to the general public, 
some 250 Foreign Mission Board 
members, staff members, appointees 
and their wives are expected to at- 
tend the meetings. 

Dr. Drew Gunnells, pastor of Spr- 
ing Hill Church, Mobile, is chairman 
of the Planning Committee. Among 
those assisting are Dr. - Rogers 
M. Smith;-administrative' associate to 
the executive secretary, FMB; Dr. 
Jaroy Weber, pastor of Dauphin Way 
Church, Mobile; Dr. J. R. White, pas- 
tor of First Baptist Church, M ont- 
gomery; Rev. Gerald Blackburn, di- 
rector of missions, Mobile Associa- 
tion; and area and association WMU 
and Brotherhood leaders. 


Copiah Youth 
To Hear MeKeever, 
Sound Sensations 


Charles Rogers, Church Training 
director in Copiah Association an- 
Dr. Othell Hand has announced: nounces that associational youth 
plans to conclude his pastorate at night will be observed March 17, at 
First Chureh, Columbus, Ga,and as<. 7:15 p.m. at. First Church, Hazlehurst. 
~sume-a-“ministry~ to~the*nret ket -- baba DS's Ord KGW Se ee 
place’’ as inspira-- theme of the meeting. In keeping 
tional speaker for the with the Mississippi Baptist theme, 
American Family ‘Live 73,” the associational prior- 
Life Assurance Com- ity will be on evangelism. 
pany. In this motiva- The speaker will be Rev. Joe Mc- 


Dr. Hand To Enter 
New Type Ministry 


tional capacity he Keever, minister of evangelism at 
will deliver addres- First Church, Jackson. Music will 
' ses throughout the be provided by the South Sensations 


nation ando ther 
countries where the 
“"=*= company eperates — 
American Family Life has 9,500 sales- 
men in 45 states, the District of Co- 
lumbia, Puerto Rico, Jamaica, W. I., 
the Virgin Islands, Great Britain and 
the Argentine. 
The pastor’s announcement came 


on the date of his eleventh anniver- Mrs. Gaines Dobbins, 


sary at Columbus and will be effec- Wi : e 
‘Wife Of Convention 


tive May 1 bringing to a conclusion 
Educator, Dies Ss 


a pastorate highlighted by the addi- 
tion of 1,849 members; church collec- . 
tions totaling more -than four million BIRMINGHAM (BP) — Mrs. Gain- 
dollars; completion of half - million es S. Dobbins, wife of one of South- 
dollar restoration program for histor. .",ern Baptists’ most prominent religi- 
ical, century +, 0ld buildings: $ ~ ous educators, died here at age 86. 
Dr. Hand, a: ‘of MiSvIsippi, She ‘had been confined to a__ pursing 
‘i @ graduate of Southern Seminary. -home for-several years. 
He. served as Professor of Réligion Funeral services were held March 
at the University of Richmond, Vir- 3, with burial in Birmingham. Sur- 
ginia from 1949 - 52, and has held’ vivors include a son, Austin Dobbins 
pastorates in Jacksonville, Florida; of Samford ,University, Birmingham; 
Hickory, North Carolina; and Colum- sister, Mrs. Sim Salter of Hazel- 
bus. hurst, Miss.; and her husband, who 
Dr. Hand has been repeatedly hon- for many years taught-at Southern 
ored by»the Freedoms Foundation of Baptist Theological Seminary, Louis- 
Valley Forge for ‘‘addresses judged ville, and Golden Gate Baptist Theo- 
to have made an outstanding contri- logical Seminary, Mill Valley, Calif. 
bution to the American way of life.” = 
He and his wife, Martha, are the 
parents of two sons, Kerry, 20, and 
Mark, 16. 


from First Church, Brookhaven. This 
group of over 60 teenage boys and 
girls is directed by Billy Souther min- 
ister of music at Brookhaven. 

All of the Baptist churches in Co- 
piah County are invited to bring 
their young people to this meeting. 
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There are very few souls saved aft- 
er the first twenty minutes of a ser- 
mon. 


March 18, and Dr. David Grant, cur- . 


oS Sate 
ele 


my tee 
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‘SBC Mission Gifts Continue To Increase 


NASHVILLE (BP) — Contributions 
to world missions through the South- 
ern Baptist Convention’s Coopera- 
tive Program unified budget continu- 
ed to climb, with a 16.75 per cent in- 
crease during the month of February. 

During the first five months of the 
fiscal year, October through Feb- 
ruary, gifts through the Cooperative 
Program had reached $14,153;106, an 
increase for the year of almost $1.2 
million, or 9.24 per cent. 

A six per cent increase is neces- 
sary to meet the convention’s budget 
for the year, SBC officials said. 

In addition to the $14.1 million in 


Faith Church 
Is Constituted, 
Calls Townsend 


Faith Mission in Rankin County 
was constituted as Faith Church on 
Sunday, February 18, at 2:30 p.m., 
with 17 members. 

The congregation voted to give 10 
per cent of their budget income to the 
Cooperative Program and three per 
cent to associational missions. They 
called Rev. Claude Townsend of 
Florence as their first pastor. Mr. 
Townsend is a former president of 
the Mississippi Baptist Convention. 

Special speaker for the afternoon 
service was Dr. Foy Rogers, direc- 
tor, Cooperative Missions Depart- 
ment, Mississippi Baptist Convention 
Board. 

Others on the program included 
Frank Stiedle, Rev. Shalley Vau- 
ghn, Rev. J. C. Renfroe (Rankin 
County superintendent _ of mis- 
sions), Rev. Larry Hendricks, Jimmy 
Bilbo, and Rev. Howard Benton, (as- 
sociational moderator). 

Charter members may join through 
mee 1, 11973. 


Counseling Seminar 


5 \ 
For Pastors Planned \ 


At Carey April 5-6 


A Practical Counseling Seminar 
for pastors is being planned for April 
5-6 on the William Carey College cam- 
pus. The two - day program will in- 
clude featured guest counseling 
specialist, Dr. Jay E. Adams of West- 
minster Theological Seminary,.,Phila- 
delphia, Pa. 

Registration will take place at 10:30 
a.m. on April 5, and sessions will con- 
tinue until 8 p.m. on April 6. The con- 
ference fee is $12.00 which will _ in- 
clude: all costs, of reservation, room 
and board on campus. The deadline 
for registration is March 31 and a 
limited number of 47 conferees can be 
accepted. 

Sponsored by the William Carey 
College Alumni Association, the com- 
mittee is composed of Dr. Don Stew- 
art, Rev. Nathan Barber, and Rev. 
Bill Mitchell. 

Other special guests who will lead 
seminars and dialogues during the 


two - day meet include Dr. Duane 
Burgess, psychiatrist; Dr. John Al- 
corn, Counseling Department, USM; 


Dr. Graham Hales, chaplain USM; 
Ethan Moore, owner and president of 
Moore Funeral Home; Dr..Glen Pear- 
son, physician; Dr. B. F. Smith, 
counselor; and Dr. Brooks West, pas- 
tor. 


-Archaeologist 


And Astronaut 


On TV March 18 


-# <SGevbisy chapter-1¢ verse-ie=-“in- 


the Beginning God created the- heav- 
ens and the earth’’ — will be the 
topic of conversation on ‘‘The South- 
ern Baptist Hour’’ Sunday, March 18 
(2-3 p.m. NYT, in color), on the NBC 
Television Network. : 

Discussing the subject, and ex- 
plaining how their own personal in- 
volvements in the fields of archaeolo- 
gical finds and space exploration 
have increased their religious exper- 
ience and deepened their spiritual life 
are Ernest Wright, archaeologist and 
Parkman Professor of Divinity at 
Harvard University, and Apollo 15 
astronaut Colonel James B. Irwin. 
NBC News London correspondent 
Jack Paxton will conduct the discus- 
sion. 

‘In the Beginning,’ a Public Affairs 
presentation of NBC News, is pro- 
duced by the Television Religious 
Programs Unit of NBC News in as-. 
sociation with the Radio and _ Tele: 
vision Commission of the Southern 
ow Convention. 


(at extreme right), 


“cooperative Program gifts, a corres- 
pondingly big increase in designated 
giving to specific mission causes 
was noted in the report, prepared 
by. the SBC Executive Committee 
here. 

A total of $15,135,157 has been given 
to designated mission causes, prim- 
arily home and foreign missions, so 
far during the fiscal year. It is an in- 
crease of $1.7 million or 12.83 per 
cent, for the year. 

Grant total mission gifts (Codpera- 
tive Program and designations com- 
bined) climbed to $29,288,263, an~ in- 
crease of $2.9 million or 11.07 per 
cent. 


Big increases have been reported 
‘for the last three months. December 
and January were record months of 
Cooperative Program giving, with an 
all- time high of more than $3 mil- 
lion contributed through the Coopera- 
tive Program in January. 

In February, Cooperative Program 
gifts were just short of the $3 million 
mark, with $2.9 million given through 
the denomination’s unified budget that 
is similar to the United Givers Fund 
approach. 

Designations were also up in Feb- 
ruary, when $9 million was reported 
for specific mission causes, most of 


told me in his office one day. 


testimony he had given earlier. 


and the year was 1933. 


he had had my advantages, 
done.”’ 


; 
; 
PS 


thing you want.’ 


“do what they could.” 


name,”’ Lacey said, 


had four S.S. classes 


Today, 
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from Lacey's Dad. 


Lacey is a member of the Ist Baptist Church in Springfield, which 
has just subscribed $115,000 in 3-year building pledges. At their loyalty 
dinner in the Sheraton Inn, Lacey had announced his own pledge and 
described the circumstances that led to it. 

What led to his commitment was what happened one Sunday in 
the little Cash Baptist Church down in Mississippi. 
W. S. Brooks, had finished teaching the one class of about 10 pupils 
which met out under a shade tree. The little church had no pastor, 


“Dad only finished the 2nd grade,” Laies venniniaced, 
could talk to anyone on any subject. He was self-educated, and most 
of what he knew was the result of a life-long study of the Bible. If 
there’s no telling what he might have 


Anyway, Mr. Brooks called the little congregation to order and 
said he felt-the time had come for them to have a preacher, even 
though they saw no way to pay for one. He asked for volunteers 
to canvass the community, and try for a big erowd the next Sunday. 

“Although you could send a letter for only three cents, we 


didn’t even have postage for a mailing,” Lacey recalled. 
of us boys voluntéeréd. The next Saturday afternoon we started out 
on our horses, bareback, stopping at every house. Sure enough, the 
next day, about 60 or 70 people turned out.’’ 

“I can still remember what Dad said that Sunday,’’ Lacey told 
me. He said we can’t stand by and rear our children with no spiritual 
leadership. We’ve got to dig down in our pockets so we can hire a 
preacher. You can pledge ne 


“but I do know he had a big family and was: 
Struggling to get by, Anyway, he came*@nce a month,vand“we*soon 
instead of one. 
Saturday as far as the town of Forest, where someone met him in 
a buggy to bring him the other 20 miles.” 
there is a brick church at Cash, 
-stands a modern pastorium. A minister gives fulltime to the work. 
It is a long way from that day in 1933 when they couldn’t even af- 
ford 3 cents stamps to write their members. 

““Mom and Dad are buried at Cash,” Lacey concluded, ‘‘and I’ve 
got me a lot reserved there too.’ 

Lacey’s cousin, Rev. H. A. Milner, has for 29 years served the 
Van Winkle Baptist Church in Jackson, Miss. 
up together in Cash, where Milner got his inspiration for the ministry 


y Letter From Dome | 


By Bob Hastings % 

In The Illinois Baptist ~ t 

“T grew up in the hill country of Mississippi,’’ Lacey C. Brooks = 

“Dad raised cotton on our 60-acre 

farm in a little community known as Cash, near Lena, Miss. We sold 

some cotton for as little as .08 and .09 a pound during the Depres- 

sion. Since that was our main cash crop you can see how little we 
realized from a 5 or 6 bale yield.’ 

I had gone over to Holiday Inn East in Springfield, where Lacey 

has been’ Innkeeper since 1966, to pick up a few more details on a 


Lacey’s Dad, 


“but he 


esgeagrctac".oenemngnrer vec pegrtrygper contents Rs aR NPAC 9, eteeonaneagnnte yee espagmamen mem 


eRe 


“So five 


pecans, sweet potatoes, any- 


Then, one by one, the Seciecawution filed by to shake hands with p 
Lacey’s father. Some made definite pledges. Others said they, would 


In a few days, Mr. Brooks and another member drove 50 miles 
in a buggy to Clarke College, a Baptist school, 
student preacher by the name of Gooch. 


where they found a 
“I don’t remember his first 
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He would ride fhe ‘bus on 


and across the road 


He and Lacey grew 


P4 As Lacey recalled what a handful of God's people did down in 
central Mississippi back in 1933, he got an inspiration of what the 


First Baptist Church of Springfield can do in 1973. 


And when a congregation oversubscribes its goal ($115,000 on a 
$90,000 objective), using local leadership, with no outside ““*profession- 


“al” help, 


that congregation is saying something. 


It is saying there 


are a lot of Lacey Brooks still around, who are willing to invest ° 
in today because of the ideals instilled in them yesterday. 


amt ak 


it thrugh the Lottie Moon Christmas 
Offering for Foreign Missions. Feb- 
ruary, always a heavy month for 
designated ‘gifts, noted a $1.4 million 
of 19.07 per cent increase. 

For the month of February, a 
grand total of almost $12 million 
$11,998,691) was given through the 
Cooperative Program and special de- 
signated offerings, an increase of $1.8 
million or 18.5 per cent over Febru- 
ary gifts of 1972. 

The financial report reflects only 
contributions to world and nation - 
wide SBC mission causes, and’ does 
not include amounts given to su p- 
port local and state missions. 


BaptistHymnal 
To Be Revised 
By The BSSB 


(Continued from page 1) 
day meeting to begin work on the re- 
vision. 

William J. Reynolds, secretary of 
the church music department of the 
Sunday School Board, will serve as 
chairman of the hymnal committee 
and general editor of the hymnal to 
be released March 15, 1975. Revision 
of the widely accepted hymnal will 
be made under the guidance of the 
Sunday School. Board’s church music 
department with the assistance of the 
hymnal committee. 

“It is reasonable to expect,” Re y- 
nolds explained, ‘“‘that this revision 
will be used for the last quarter of 
the 20th Century. New songs comiig 
into popular usage and a changing, 
dynamic church music scene prompt- 
ed us to begin work to provide a hym- 
nal that would sing us into the 
2lst century. 

Suggestions and recommendations 
concerning titles to be deleted and 
titles to be added in this revision 
will be most welcome, Reynolds said. 

The 65 - member hymnal commit- 
tee includes 16 state music secre- 
taries, six pastors, 13 ministers of 
music for SBC churches, nine faculty 
members from Baptist colleges and 
seminaries, 11 staff members and 
executives from the Sunday School 
Board, three evangelistic singers, two 
representatives from other SBC agen- 
cies, a state paper editor, a minis- 
ter of education, an organist, soloist 
and ensemble member. 

Mississippi. committee members 
are Larry Black, minister of music, 
First Baptist Church, Jackson, and 


Dan C. Hall, music director, Missis- 
sippi -Baptist Convention Board, 
Jackson. 


Nicholson. First. To 


Hear “The Crownsmen” 

On Saturday night, March 17, 
a singing group, ‘‘The Crownsmen,” 
will travel from their McComb homes 
to deliver a message of love through 
song at First Church, Nicholson. A 
period of fellowship is planned for 
the McComb _ and Nicholson young 
people following the presentation 

On Sunday night, March 18, for the 
evening service, the Nicholsoh chur- 
ch’s folk group, ‘‘The Carpenter's 
Tool,’’ will present music and pe r- 


St. Louis To Host RA Congress 


(Continued from page 1) 


Most of the 7,000 to 10,000 teens 
expected in St.Louis. will have a 
thane’ 4or--came- mission o-inveive- 
ment at the Congress. A “I Have a 
Mission’’ march through downtown 
St. Louis will kick off a CARE and 
SHARE afternoon with Pioneer Roy- 
al Ambassadors helping meet ph y- 
sical and spiritual needs of people 


in the St. Louis area. 
Coordinated by the St. Louis Bap- 
tist Mission Board, the “Care and 


“Share"’ afternoon will serve as a 
model prégram of mission action for 


Royal Ambassador chapters across 
the convention 
Along with the missions learning 


experiences and personal involvement 
in mission action projects, the Co n- 
gress will offer several fun activi- 
ties — including RA Night at a St. 
Louis Cardinals baseball game, an af- 
ternoon at Six Flags Over Mid-Am- 
erica, and sight.- seeing. 

Congress participants wilt set in a 
special reserved section at the Cards 
vs. Houston Astros baseball game 
Monday night, August 13. Pregame 


Dr. J. Clark Hensley, executive director of the Christian Action Commission, 
observes the workers as the 


assemble materials for 


what is believed to be the largest mailing in the history of the Building 


ap at- the game. 


activities will honor Royal Ambassa- 
dors and a Royal Ambassador repre- 
sentative will throw out the first ball 


Reserved tickets for the game are 
$3.00 each and can be purchased from 
state Brotherhood offices or from 
“National Congress Tickets,’ Ba p- 
tist Brotherhood Commission, 1548 


Poplar Avenue, Memphis, Tennessee 
38104 : 
Special discount tickets of $5.55 


New Family 


What is thought to be the largest 
mailing in the history of the Baptist 
building was made from the Christ- 


ian Action Commission reeently, with 
67,200 pieces handled. 

Included wére the new Christian 
Life Style series of twenty - one tracts 
that has been in production for the 
past three years. At the invitation of 
the Texas Baptist Christian Life 


Commission, the Mississippi Commis- 
sion and the Christian Life Commis- 
sion of the Southern. Baptist Co n- 
vention joined in the rewriting and 
revision df the former Family Life 
and Teen - talk series produced by 
the Texas Baptist Agency about twen- 
ty years ago. 

_ The new scries includes fifteen tit- 
les for adults and six for youth. The 
titles for Christian Life Style for fam- 
ilies are 


Aging, Communication, Conflict, 
Discipline, Divorce, Marriage Is For 
the Mature, Marriage Outside Your 


Faith, Roles in Marriage, Moral Val- 
ues in the Home, One - Parent Fam- 
ilies, Parents and Teen - agers, Pian- 


_ Six Flags Over Mid - 


ake. ine owtienttc thes ghee Cuties yy 


each are available for RA Day at 
America sched- 
August 14 from 


Cas 


uled for Thursday 


Registration fee for the Congress is 


$5.00 per person. Mofe. information - 
and registration forms are available 
from state Brotherhood offices 
or from Fifth National Royal Am- 
bassador Congress, Baptist Brother- 


hood Commission, 1548 Poplar A v e- 
nue, Memphis, Tennessee 38104. 


Thursday, March 15, 1973. 


Make a RES ARF 


ee ee 


ee ne 


Yugoslav Church Demolished 


Yugoslav Baptist Union President Josef Horak views the rubble left behind 
as demolition begins on Belgrade Baptist Church. The church is in the way 
of an urban renewal project and will be replaced by a ‘state-owned building. 
In mid-January the congregation was told to vacate the building by the 
end of the month. Authorities then sent a demolition team to tear out win- 
dows and doors and carry away furnishings. The church has been offered 
a maximum of $50,000 compensation. It is doubtful they will be given a 
new building or lot on which to build; it is reported that no building permits 
for churches have been granted in Belgrade since World War II, Members 
plan to meet in their partially demolished building as long as possible, 
then they may meet in small numbers in one another’s homes. 


The Convention 


President Speaks 


Over the years, it has been my 
privilege to observe, the work of our 
Home Mission Board in a firsthand 
way. I have been given the opportu.- 
ity of preaching in a number of the 
pioneer areas, such as California, 
Montana, Arizona, Indiana, Ohio and 
Alaska. Our church has helped’ sup- 
port a number of struggling church- 
es in such areas as _ Pennsylvania, 
Ohio, Indiana, Montana, and Cali- 
fornia, and I have been in direct con- 
tact with these churches. We have 
one of the more effective works ~ in 
Jackson known as the Hart’ Center, 
and it. has been my joy to observe 
this work so ably administered and 
far - feaching in its ministry. While 
living in the Mississppi Delta, I ob- 
served the work with some language- 
speaking groups. 

Then on March 2, it was my honor 
as your convention president, to at- 
tend the Georgia Governor's Prayer 
Breakfast. This Wa an unusual’ ex- 
perience in that it was a special em- 
phasis on home missions. 

Our young people have been involv- 
ed in going into these areas of mis- 
sion work as summer _ missionaries 
under appointment, as choir groups, 
and some just sent out by the church 
Therefore, I believe I am fairly ac- 
quainted with home missions as it is 
done under the Home Mission Board 
I am convinced it is a great work 
that needs much support. We need 
to support it with our prayers. We 
need to go as laymen and pastors 
and render help. But at this moment; 


at Pete OR wea “Ry ward fie 
nancial support. Please give liberal- 
ly. Promote it, generously in your 


church. Let's do something big for 
God in this area. — David Grant 
sonal testimonies in their own church 

Rev. Jerry W. Stevens is pastor 
of First, Nicholson 


Life Series Tracts Mailed 


ned Parenthood, Relatives, Religion 
in the Home, Working Wives and 
Mothers 

The titles for Christian Life Stydes 


for Youth are: ‘‘What's Fun, Fantas- 
tic, and Christian? (about dating), 
The Care and Feeding of Parents, 
Good News About Sex, Fight Moral 
Pollution Have Character, Please 
Keep Off The Grass And H And 
LSD and , Marriage and What 


Youry Mother ‘Never Told You \About 
It a 
Dr. J. Clark Hensley, 
rector of the commission, joined in 
writing, evaluation, and the final ed- 
iting processes, and the commission 
financed Mississippi's part of the 

production 

Some members of the commission 
participated in evaluation and criti- 
cal reading. Before they were put in 
final form, the tracts were evaluat 


ed by groups in one hundred South- 
ern Baptist churches 
“We belieye they will be just as 


helpful and as enduring as their pre- 
decessors,"’ Dr. Hensley stated He 


executive di-. 


added, ‘‘The former Texas set was 
the most enduring of any materials 
ever produced by any agency of the 
Southern Baptist Convention or any 
state agency 

“Most, if not all, were produced 
while Dr. Foy Valentine was execu- 
tive secretary of the Texas agency, 
and we have profited from the per- 
spective of his experience with th 


former set in the production of this 
one. However, the actual writing and 4 


revisidn and production w&s' done t #7" Oi es: rex chthe, rete 


the staff members of the participating 
agencies 

“I would estimate a total of two 
years of man - hours have gone into 
this production. We are hopeful that 
they wil] be quickly recognized as a 
valuable asset to pastors, adult and 
youth leaders and all interested in 
the family.’ 


Some men aré know by the silence 
they keep 


the most 
- an inflated ego 


One type of inflation is 
dangerous of all 


TheBR n1938: 
Worth Three 
Gallons Syrup 


Rev. Eugene H. Dobbs, pas- 
tor of McLaurin Heights Church, 
Jackson, has found in the files 


of his late father, Wiley ‘Dobbs, : 


a letter from Dr! A. L. Goddriéh, ' 
written in 1938. He has shared 
the letter with the Baptist 
Record. 


Dr. Goodrich, editor of the 
Baptist Record from 1942 until 
the time of his death in 1956, was 
the sixth of the eight men who 
have edited the paper. Before 
becoming editor, he was circula- 
tion manager of the Record while 
Dr. P. I. Lipsey was editor and 
Dr, R. B, Gunter was corre- 
sponding secretary of the Mis- 
sissippi Baptist Convention 
Board 


As circulation nyanager, he 
did a job that has not been paral- 
leled. With letters and advertis- 
ing and word-of-mouth boosting, 
with hard work, with original 
and innovative gimmicks, in his 
own unmatchable way, he was 
the person largely responsible 
for the Baptist Records’ climb 
in circulation from 4,001 in 1935 
to 89,227 at the time of his 
death. (The present circulation is 
over 112,000) 

In_ fact, -it was Dr. Goodrioh 
Who invérited’the fdea of the Ev- 
ery Family Plan, now widely 
used by many state papers. 

The following is the letter 
written to Wiley Dobbs at Math- 


iston, Ms., on Septerfiber 13, 
1938 
Dear Mr. Dobbs 

‘We have your letter enclos- 
ing check for $10.95 and also 
your instructions to discontinue 
sending the Record to Fellow- 
ship Baptist Church. We have 
done as requested, but I am writ- 
ing to ask if you people won't 
reconsider, as The Baptist Reo- 
ord is a help to any church. As 


you will see, you now owe only 
$4.55. I am afraid the reason 
you are dropping the Record is 
that you have let the bill run up. 
Paid by the month it amounts to 
only $3.08, and as you know we 
have not bothered you. In fact, 
if you were to run over a month 
or two it is all right with us and. 
wé shall be glad to accept syrup. 
Le: 
lons for dne yeat*s*8libscription. 
The syrup to be delivered to your 
pastor, then he is to notify us 
where it is, and I will pick it up 
the first time I am up that way 
in the car. I should be glad to 
have your church take this mat. 
ter up and we would be glad to 
receive your letter instructing us 
to reinstate all of your names. 
Cordialty, 
A. L. Goodrich 


Circulation Manager’’ 


‘ 


Bore 
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Southern Baptists have an outstand- 

ing agency which is dedicated simply 
’ to the service of the denomination, the 

churches, and to the pastors, other 
church staff and agency employees. 

This agency is called the Annuity 
Board of the Southern Baptist Conven- 
tion. 

It serves the denomination. 

It serves the churches. 
_It Serves pastors and other church 
employees. 


It serves the denominational agen- 


cies, and their employees. 


-¢ It $erves every Southern Baptist as it 


carries on for them a ministry for 
which each Baptist should feel a re- 
sponsibility. 

Santhern Baptist state paper editors 
were guests of the Annuity rd for a 
two day briefing session in Biloxi, in 

‘ pattlaenry. e purpose of the 

_ mh was to acquaint the editors 

.. with the ministry of the Board and its 

" program of work now and as it looks 
to the future. 

President Darrell H. Morgan. Public 
Relations Director John Bloskas, and a 
number of other members of the Board 
staff were present to tell of the Board’s 
work, and to answer questions which 
were raised. W. R. Roberts, Mississip- 
pi representative of the Annuity Board, 
also participated in the presentation. 

The Annuity Board was established 
in 1917. It was born out of the heart of 
some Baptist leaders who saw that the 
convention must do something to make 
provision for care of its aged minis- 
ters. Dr. William os of eae 

aking to the Nashville Baptist Pas- 
5 Conference in the fall of 1916, 
started the movement, which came to 
fruition in a vote of the Sunday School 
Board to give the convention $100,000 
for the launching of a ministry for the 
care of aged ministers, and the estab- 
lishment of such a board (first called 
Commission) by the 1917 convention. 
The actual organization was not until 
a year later in July, 1918, for it took 
many months of study and preparation 
for the ministry to begin. The first cor- 
responding secretary was Dr. William 
Lunsford, in whose heart the plan had 
been conceived. 

pose ng a 
‘aged preachers, but annuity plans sodn 
were developed, so that preachers, 
churches and state conventions, all 
could participate in providing annuity 
ions for men when they retired. 

e be ing grants were smiall for 
the funds were limited, and in 1920 
about 500 relief beneficiaries received 
a total of $52,217. By 1924 this had 
reached 1,000 beneficiaries with grants 
totaling more than $125,000. Annuity 
pensions began with one annuitant in 


ee ea 
reli 


EDITORIAL 


1920, receiving $15.00. This grew to 22 
annuitants in 1924 receiving over $6,000. 


From this ll beginning the Board 
has grown té the mighty institution it 
is todayr 


In the 1972 report of the Church Pen- 
sions Conference it is shown that there 
are now nearly 36,000 individuals en- 
rolled in the Board’s plans, and that 
over $10,000,000 in beriefits were paid 
in the previous year. 

Today the Annuity Board has assets 
of more than $336,000,000, but the sug- 
gestion that this makes it a wealthy 
agency is entirely erroneous. Every 
dollar of the Board’s funds is a trust 
fund, belonging to the churches and 
those preachers and other church and 


| denominational workers, who expect it 


to provide retirement income for them 
in the future. 

Through the years the Board has de- 
veloped various plans, and improved 
them through experience and study, 
until it is felt that today no denomina- 


. tion provides better plans for so many 


people. Some denominations use mis- 
sion funds for the financing of their 
minister’s annuity program, and one 
major denomination uses the profits 
from its publishing house to fund the 
ministers annuity board. Southern 
Baptists have not chosen such methods, 
but rather have set up plans, whereby 
the churches, the employees and the 
states work together in funding the pro- 
grams. No SBC Cooperative Program 
money goes to the board, except some 
which is used only for the relief pro- 
gram. 

Thousands of annuitants already are 
receiving regular pensions from the 
board, while many thousands more are 
in the plans, to begin receiving the 
funds at retirement time, or when oth- 
er eligiblity situations arise. Protection 
is provided for permanent disabilty, 
death benefits for widows and children, 
etc. Every effort has been made to en- 
large and improve these benefit plans, 
to meet the demands of this inflation- 


“ary period, but costs of doing this is so 


great that the board has been unable 
to do all that some would like to see. 
Careful study reveals, however, that 
the board is being most generous in 
view ;ofethesfunds it-has available. 

rd program isifinan- 
cially sound in every way, and 
all of its promised annuities are fund- 
ed. This means that the funds already 


are in view to pay every dollar of ev- 


ery annuity. 

Present plans make it possible for 
churches and the employees to work 
together, in setting aside funds to pur- 
chase every satisfactory retirements 
for the recipients. This is done by 
Starting at an early age of the employee 
so that there is plenty of time to build 


Guest Editorial 


» reaches: retirement, without any | 
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_A Great Southern Baptist Service Agency 


the fund, and by enlarging participa- 
tion in the plans, going well beyond the 
basic payment on the first $4,000 of the 
salary. The church and employee who 
use only this basic amount willl not cre- 
ate the type of annuity that can be 
built if payments are made on a large 
part of, or even the entire salary. Many 
churches now are doing the latter, and 
their employees will have 4 much more 
adequate income when the day of need 
comes. 

The Board also works with insurance 
companies in roviding insurance 
group plans. The Board cannot person- 
ally fund such plans, but simply works 
with an insurance company in provid- 
ing them. Since ministers and others 
joining the plan, enter on a volunteer 
basis, and not as a true ‘“‘group’’ where 
every employee of an agency or group 
is required to participate, there have 
been some problems concerning costs, 
but these now have been worked out as 


' satisfactorily as possible, ahd it is 


probable that the plans now being off- 
ered to ministers and church employ- 
ees are as good or even better than 
they can buy anywhere else. 

Southern Baptists have every reason 
to thank God for the Annuity Board. It 
is under the direction of competent, 
dedicated Christian men who continu- 
ally strive to do well the task assigned 
to them by the Convention. It offers a 
way for every church to provide for the 
future of its employees, and to protect 
itself so that it wil not have a direct 
responsibility for caring for its pastor 
and other employees when they no 
longer can serve, or for the disabled 
minister or his family. Through the 
toard they can share with the denimi- 
nation in caring for these needs. 

Tragically, many pastors and other 
employees have failed to see the need 
for allowing their churches to provide 
this protection for them, and so do not 
have coverage for themselves and their 
families. It is our conviction that 
churches would do well to insist that 
every employee participate in the plans, 
thus providing protection both for the 
employee and his family, and also for 
the church itself. A church is placed in 
a rather embarrassing position: when 
its pastor becomes 
abled; dies and | 


of support. Through the Annuity Board 
all Southern Baptist churches can pro- 
tect themselves from such exigencies. 
We would suggest that ehurch mem- 
bers read the following Guest Editorial 
addressed to deacons, and then follow 
its suggestion about getting informa- 
tion on how to have this protection for 
your church and its employees. It is 
a move which you never will regret. 
Southern Baptists, through the Annuity 
Board, make it possible for you. 


A Message To Deacons 


(From a tract released by the 
Annuity Board) 

‘Even so hath the Lord ordained that 
they which preach the gospel should 
live of the gospel?’’ — I Cor. 9:14. How 
long shall they live of the gospel? While 
active only, or all of their lives? 

What would your church do if your 
pastor, minister of education, or minis- 
ter of music became disabled today? 
Or, how would you respond to his fam- 
ily’s needs if he were to die suddenly? 
What provision have you made for 
his-¢are in old-age?- The church does 


nee paiver ai ootigation. Sesus-said““inad: 
much as ye have done it unto one of 


the least of these, my brethren, ye have 
done it unto me.” 

Think seriously of what would hap- 
pen to your church if any of these 
workers should die while serving your 
church. Remember, these things — old 
age, disability, or death — are certain 
to happen in some church — possibly 
yours. It is easy many times for a 
church to develop a casual acceptance 
of this risk rather than to plan and an- 
ticipate these eventualities. 

Brother Deacon, because of your po- 
sition and place of leadership, you have 
a great opportunity to guide your 
church in paths that will assure your 
pastor as staff that they are ‘loved 
and appreciated and at the sare time 

rotect your church against unforeseen 
ability: This can be done by use of 
the plans available in the retirement 
and Sioaraace programs of the Annuity 
Board. Perhaps your church is already 
actively (Participating in these pro- 
grams; 80, you may need to make 

sure are adequate to meet to- 
oh Mt 


needs. 
Annuity Board has two broad 
areas of service — the Southern Bap- 


_ tist Protection Program and the Group 


Program. These programs 


to cover every gg 4 
from the pastor to the 


7 ‘Southern Baptist Protection Pro- 
m is: d of three plans, 4esig- 


ed/A, B, and C. Plan A is the basic 


; for paere, associ- 
education and 


c. (broad! , the pro- 
staff). ' hi des benefits 
nd disabi it, béne- 


fits for widows (or dependent parents) 
and children, plus an educational bene- 
fit for posthighschool education. 


Plans B and C are supplemental 
plans to provide additional benefits to 
assure that ultimate retirement bene- 
fits are adequate to meet the inflated 
costs of the years ahead. 

Plan B is a cash accumulation type 
plan with growth by the addition of in- 
terest, currently 6% per annum com- 
pounded monthly. Plan C is a variable 
plan invested entirely in common 


It is similar to a. mutual fund invest- 
ment. 

Other staff members — secretaries, 
church school employes, maids, cus- 
todians, etc. — participate in Plan B 
as a basic plan and may use Plan C 
as a supplemental plan. 

Your church should pay dues of 10% 
of total compensation (cash salary, 
housing allowance or estimated rental 
value of pastorium, utilities, and any 
other benefits). Less than this will not 
be adequate to meet growing retire- 
ment needs. The first $33.34 per month 
will be deposited in Plan A for the pro- 
fessional staff, and will be matched 
with dues of one-half of this amount by 
your state convention. Dues in excess 
of $33.34 will be deposited in Plans B 
or C, according to the individual's elec- 
tion to assure adequate benefits. 

Individual employes may contribute 


. additional funds to these supplemental 


lans if they so desire in order to build 
arger benefits. However, it is strongly 
recommended that the employer 
(church) contribute the basic 10% of 
total compensation. 

The second area of service is the 
GROUP INSURANCE PROGRAM ‘and 
includes three plans. . .Life, Long Term 
Disability arid Health Insurance. . .with 
the option of including family depend- 
ents = the coverage. 

One of the largest underwriters of 
— insurance, Aetna Life Insurance 

ompany, is the carrier and provides 
nationwide service in the handling of 
claims through 100 offices. If there is 
employment termination with the de- 
nomination after having been insured 
for at least three months, the staff 
member may convert his coverage to 


an individual life or health insurance 
plan. Provision is made for continua- 
tion of reduced benefits upon retire- 
ment or attainment of age 65 in life 
and health benefit plan. This Group In- 
surance Program meets a vital need 

. .and your church will surely want 
your paid staff to be covered through 
it 


Write today to W. R. Roberts, P. O. 
Box 530, Jackson, Mississippi 39205, for 
full information concerning any or all 
Annuity Board plans. You will receive 


_ Stocks with growth dependent op per-, ‘the specifies-for the indiyidy: PESO a ebote 
for Maher Sree eepensent 2 ni anata 107 “program Ane yigueh, alk “it: 
d 


over with those who are involved an 
concerned and then take action so this 
provision of care will be a regular part 
of your church's policy. 


NEWEST BOOKS 


THE MIRACLE OF LOVE by Charles 
L. Allen (Fleming Revell, 126 pp., $3.95) 
Using thirty-one different versions of the Bi- 
ble, Dr. Allen explores the mystery of love 
as it is so beautifully described in the mov- 
ing passage of I Corinthians 13. 


MIRACLES IN MY LIFE by Rex Hum- 
bard (Fleming H. Revell, paper, 128 pp., 95c) 
The amazing true story of America’s top 
TV evangelist “who brings Christ with a 
smile.’’ 


SCRIPTURE - BASED CROSSWORD 
PUZZLES by Gretchen Whitlow (Baker, pa- 
per, $1.50) These Scripture-based puzzles ne- 
cessitate repeated use of the Bible, and so 
will be constructive as well as enjoyable. 


PREACHER AFLAME! by Donald E. 
Demaray (Baker, paper, 87 pp., $1.25) This 
is an exciting book about preaching; it will 
motivate and inspire ministers and those who 
aspire to the ministry. It includes a series of 
lectures delivered to an evangelical minis- 
ters’ retreat held in Banff, Alberta, Canada. 


FELLOWSHIP WITH GOD by F, B. Mey- 
er (Baker, paper, 95c, 127 pp.). A reprint, 
this book includes many incidents from 
Meyer's life and gives challenges from the 
author to readers to present themselves to 
God and look,to Him for all their needs. 


rmanently dis-_ 
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Stepping In— Invited Or Not 


THE BAPTIST 


FORUM 


Dry Creek Protests 


X-Rated Movies On TV 
Dr. Frank Stanton 
Columbia Broadcasting Network 
51 West 52nd Street 
New York, New York 10010 
Dear Sir: 
As members of the Dry Creek Baptist 
Church we wish to protest the decision of 


. the Columbia Broadcasting Network to show 
. ““X-Rated’’ movies. ” 


We strongly feel that such will be a detri- 
ment to the moral fiber of our homes. Now 
that television is the center of attraction in 
almost every home one can hardly escape 
the damaging effects of: such programing. 

We raise the question, ‘‘Why not give peo- 
ple something that will build character rath- 
er than destroy?”’ 

Please consider the fact that as long as 
ong morally they are better 
P ice many ofthe greateer prob- 

lems of life. 

We urge you to do all that is within your 
power to stop any such action that might be 
taken in regard to this decision. 

. The membership of 
Dry Creek Baptist Church 
Rev. Marion W. Gray, Pastor 
Route 1 
Florence, Miss. 


On The MORAL SCENE...| _ 


WASHINGTON—President Nixon raised 
and.spent.mere money in his re-election race 
than any other candidate in _ history, official 
filings show. At least $35.2 million passed 
through the finance committee to re-elect the 
President, according to its summary report, 
and reports of other fund-raising arms are® 
expected to push the final Nixon total past 
$50 million. Nixon himself set the previous 
spending record at $35 million in 1968. 
Senator George McGovern’s campaign 
against President Nixon raised $22.8 million, 
a record figure for Democratic nominees, 
and came close to matching his expenses, 
according to the official year-end report of 
““McGovern for President, Inc.’’ (The Ten- 
nessean, Friday, February 2, 1973) 

The first thing America must learn in 
its fight against crime is that prisons are 
ifs Cobepar 27 8 eB iipe rs Oee: 
eral told a Davidson College audience re- 
cently. Ramsey Clark, who served as attor- 
ney general under the late President Lyndon 
B. Johnson, said American criminal rehabili- 
tation experts must realize that, ‘‘You don't 
confine except as a last resort.’’ ‘I spent a 
week in Sweden at the invitation of the 
Swedish government studying their correc- 
tions system,’ he said. ‘‘They don’t confine 
except as a last resort. They may take an 
offender through as many as four offenses 
working with him, before they wil] put him 
in confinement.’’ One answer to the problem 
might be to keep offenders iin their home 
communities and help them deal with the 
problems which cause them to commit 
crimes, Clark said, He quoted a California 
study where juvenile offenders were divided 
into three groups. One group was confined in 
institutions, one was sent to mountain forest 
camps to work and the other was kept in its 
home community. The group which was kept 
at home had the smallest percentage of re- 
peaters. By keeping them in the communi- 
ties, he said the juveniles were helped, to 
deal with the problems which had caused 
them to commit crimes. (Charlotte” News, 
January 23; 1973) : Peary Wer’ 


EDLOCATION hat s hay penin 


Education’s task is to turn out good 
minds. The task of religion is to turn out re- 
deemed men. The one needs complete free- 
dom—to seek out knowledge and truth, no 
matter where the search leads; the other 
requires complete commitment. To the Chris- 
tian, both demands are compatible; for the 
service of God requires everything a man 
hag—his. heart, soul, strength, mind. 

_Edyeation and réligion must work to- 
gether, must fuse their energies, so that the 
“power to become”’ can be realized, so. that 


A Woman's World Reaches Far 


Beyond the 
Ironing Board 


‘Wilda Fancher 


Easter time will be rolling around be- 
fore we know it. All the things that make 
people excited about Easter will begin to 
happen. Grossly paraffined chocolate rab- 
bits and eggs, woven baskets, fuzzy bun- 
nies, and other Easter commodities are al- 
ready falling all over us when we go into 
stores; they will be bought and dispensed 
according to family custom. Greeting cards 
will be bought and mailed. Gifts of jewelry, 
candy, perfume, and flowers will find their 
ways to happy receivers. 

Mothers will shop and sew. Fathers will 
shop now and pay later. New shoes, stock- 
ings, purses, dresses, suits, ties, shirts, 
gloves, coats will find themselves ready .and 
»waiting to be worn on the happy day. _ 

gee@hurches ‘ate Working ’on “thusic ‘for Bas- 
ter, small choirs to majestic chorales. 
Dramas will move audiences as they watch 
the events of Easter dramatized. Pastors are 
shining up last year’s Easter sermon or 
working on a new one. 

Schools have holidays planned — all kinds 
of things point toward Easter. 

But a special thing I’m looking forward to 
about Easter is such a simple thing that 
you may smile when you read it. It takes 
very little effort on anyone's part. It orig- 
inally was just a thought someone had and 
followed through on. Some time during the 
Easter season last year I came out into the 
choir for a worship service, and as I glanced 

‘around, I saw that there was a cross in each 
window, formed very simply and beautifully 
by opening certain shutters and leaving the 
rest closed. Few symbols have pleasured my 
heart the way those crosses of open shutters 
did. I punched the lady next to ‘me “and said, 
“Look at the crosses.’’ She said, ‘‘They’ve 
been that way before today.’’ I was sorry 
for every Sunday I had missed and enjoyed 
every remaining day with the crosses. 

I look forward to Easter for many rea- 
sons. It is my favorite Christian celebration. 
The cross Jesus knew in the fullness of death 
was a simple one. Nobody sanded its splint- 
ers away or smoothed its grain against His 
back. My worship of God will be sweet and 
strengthening, as the walls of crosses in my 


church id. that because...e¢. Seine D>. cr ones 
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the spiritual rotential of the human person- 
ality can be realized. 
a 
The budget for the Division of Educat- 
ion within HEW totals $5.2 billion, a re- 
duction of $208 million from this year's es- 
timate. Higher education’s share of the to- 
tal amount to $1.8 billion. 


<a 


Money is something you can’t take with 
you after you die, neither can you keep it 
while you are alive. 


Hate is a treacherous acid which can not 
be poured without spilling on the raw heari 
that held it. 


There is nothing more terrifying than ig- 
norance in action. = 
Ld 


An onion is the only thing that will make 
a cynic shed tears. 
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A bar Ze Israel - 5 


An Editorial | ae 

The Christian who makes a pilgrim- 
age to Israel usually is interested not 
only in seeing the historic Bible shrin- 
es, but also in what is being done’ in 
the land today by modern Christian 
groups. Most Baptist tourists certain- 
ly will go with an interest in the pres- 
ent - day Baptist witness in the land. 

If the American tourist goes to Bi- 
ble lands with the idea that he may 
see pretentious buildings on impor- 
tant street corners, as he sees in so 
much of America, he will be disap- 
pointed. Indeed, there are not many 
places in the world where he will see 
a profusion of Baptist and other 
evangelical church buildings, as he 
sees in most areas at home. 


He will find, however, that Chris- 


tian groups have been in the Bible 
lands through the centuries, and 
have left the mark of their presence 
largely through cathedrals and shrin- 
‘es at the holy places. Roman, Greek, 
Armenian and Coptic Christian 
groups have built these shrines, and 
have maintained some type of work 
in the land through the centuries, and 
at least some people espousing their 
beliefs are found. There is little evi- 
dence that their influence has been 
widespread in reaching large num- 
bers of people. Roman Catholics evi- 
dently have been more active 
than most of the others. An example 
of their activity in the present century 
is the magnificant new cathedral 
which they have erected in Nazareth. 
This is one of the most beautiful 
modern cathedrals to be found an y- 
where. 

Other Christian groups also have 
beén active in these present times, 
and one finds work of the Anglican or 
Episcopalian group, Presbyterian and 
other denominations, with churches, 
obrphanages and other’ evangelical 
activity in the land. It must be re- 
membered, however, that this nation 
now is a Jewish: nation, and not 
many Jews have been receptive to the 
Christian faith. As a result, Christian 
progress or advance has not been rap- 
id. 

Religious Freedom 

The government of Israel guaran- 
tees religious freedom for all, and has 
carefully guarded the rights of various 
Christian groups to maintain their ca- 
thedrals, shrines and other institu- 
tions, and has allowed freedom in re- 
lation to them. At the same time the 
nation has not looked with too much 
favor on the activities of those who 
appeared. to 
Jewish people. The result is that 
most of the Christians in the land, 
who have not come from other na- 
tions, are Arabs who have been con- 
verted from their Islam religion to 
Christianity. 

Baptist Work 

In a brief history of Baptist work in 
Israel found in a small folder on 
Baptist work written by Missionary 
Dr. Robert L. Lindsey of Jerusalem 
are the following statements: ‘‘B a p- 
tist work was begun in the Middle 
East in the second part of this century 
by two gifted Arab pastors who had 
found Christ in Baptist services in the 
United. States. In 1923 Southern Bap- 
tists sent two couples to help in the 
work. Of these, Dr. and Mrs. J. W. 
Watts, later to be associated for many 
years with the Baptist Seminary in 
New Orleans, remained for five years 
laying the foundation for much of the 
evangelism and church development 
achieved during the past fifty years.” 

The Baptist Chapel in Jerusalem 
was established in 1925 and adjoining 


_ Sioux Missions Caught In A Conflict ae 


By acaay ficestns 

PINE RIDGE, S. D. (BP)—Chris- 
tian missions with the Oglala Sioux 
Indians appears caught in a crossfire 
between the American Indian Move- 
ment (AIM) and free-thinking inde- 
pendent Indians who follow elected 
tribal leadership. 

The future existence of churches on 
this reservation and others as well, 
is in question. 

One goal of AIM, according to Bap- 
tist missionary A. L. Davis, is to get 
the churches off the reservations all 
together. 

AIM leaders have demanded the re- 
moval of Christian churches from the 
reservations. 

Davis said, however, they are large- 
ly concerned with the removal of the 
institutionalized, longer established 
churches such as the Catholic and 
Episcopalian, 


When Baptists first went to the 


Pine Ridge Reservation in 1966, fifty--- 
Catholic and 40 per cent were Epis- | 


copal: Since then, other churches have 
begua work, such as the Wesleyan 
Methodist, Mormon, Pentecostal and 
two Indian originated churches — the 
Native American Church and Body of 
Christ Church. 

“We smaller groups just sit and 
wait now. We are in the middle,” 
Davis said. “We don’t agree with the 
violence But have sympathy for the 
demands that Indian rights be recog- 
nized.” 

Davis said that hopes for the small- 
er churches remaining on the reser- 
vation rest of the friendships devel- 


he Seeking. ote proselyte 


property was acquired shortly 

after. On this property paged the 3 
tist House” which serves as a cen- 
ter for congregational activities, and 
headquarters for the Israel Mission. 

About 1929 the present building of 
the Nazareth Baptist Church was 
completed, Through the years a splen- 
did school has been developed here, 
and today this is the largest Baptist 
church and school in Israel. 

Recent Growth 

Dr. Lindsey says “After World War 
II the work was greatly strengthened 
with the coming of Many young pas- 
tors and teachers. With the emer- 
gence of the State of Israel, South- 
ern Baptist representation in western 
Palestine became a separate organ- 
ization. Jerusalem was for nearly 
twenty years a divided city with the 
result that Jordanian Baptist leaders 
began the present Baptist work in 
East Jerusalem while Israel leader- 
ship continued the older center and 
congregational work in West Jeru- 
salem. Thus, there were two Bap- 
tist congregations related to Southern 
Baptist sponsorship, one in the west- 
ern part of the city, and one in the eas- 
tern. part.” 

“Churches in the area of Tel - Aviv, 
Haifa and Nazareth were established 
during the 1960’s and .the older con- 
gregation in Nazareth, begun during 
World War I, (with property acquir- 
ed by Southern Baptists ‘ater), was 


At the Nazareth Baptist School, 


‘ters established within the 


the fourth grade class 
sionary Dale G. Thorne is at right and the teacher, Fahid Sabbazh, 


strengthened with the establishment 
of the large Baptist elementary “and 
secondary schools next to the sanc- 
tuary used by the church. The work 
in Nazareth has proved to be seed- 
bed: of a number of Arab village cen- 
past 


so years.”’ 
Baptist Hospital 

In the city of Gaza is located the 
Baptist Hospital. This is in occupied , 
territory so is not “officially related to 
the Israel Baptist mission. Here there 
are three to five missionary medi- 
cal couples, and another four to six 
single nurses. Journeymen (young 
missionaries sent for two year terms) 
also serve here. These workers labor 
in the ministry in the name of Christ 
to many hundreds of people in the 
territory called the Gaza Strip. 
A church in connection with the hos- 
pital was begun several years ago 
and continues an effective ministry 
among young people. 

A new ministry in Jerusalem is the 
Jerusalem House. This is property 
which has been purchased, and has 
been developed as a student center, 
for ministry to the many students 
in Jerusalem. There also is a book 
store in Jerusalem, in the area for- 
merly called East Jerusalem. 

A ministry of special interest is the 
took house ar Art Gdllery in Tel 
Aviv, right in the heart of the largest 
all-Jewish city in the world. Not far 


is pictured. Mis- 
is at 


the blackboard. The school is named for the late Paul Rowden, missionary 
to Israel (husband of- Mrs. Marjorie Rowden, director of public relations 


at William Carey College.) 


Dr. Merrill Moore (standing left), 


receives a check for 2,500 Israeli pounds 


(about $595 U.S.) from Gershon Rivlin, governor of District 199 of Rotary 
{nternational. The check, which will benefit Gaza Baptist Hospital, repre 
sents proceeds from an ap;earance by Apollo 15 Astronaut James B 


Irwin before six Rotary Clubs in the Tel Avia area. 
Prime Minister Golda Meir, 


Dec. 22-29, met with 


Irwin, who was in Israel 
spoke to scientific and 


military groups and made appearances in towns and kibbutzim throughout 


the country 


hg RR St 
amea “with ning iedian people there. “lt 
you have friends out there on the res- 
ervation, then you have hope of stay- 
ing,"’ he said. 

Davis said he hopes the federal gov- 
ernment will bring order, but without 
dealing with the grievances expressed 
by the demonstrators 

Southern Baptists have two mission 
churches in the area, one at Pine 
Ridge and another at Sharp's Corner 
The Oglala Baptist Chapel at Sharp's 
Cornér is housed in a mobile unit on 
a property controlled by an individ- 
ual, but the Sioux Baptist Chapel at 
Pine Ridge meets in a_ building 
leased by a permit issued by the town 

Between the two mission points is 
the beleaguered Wounded Knee where 


AIM Indians have taken over the 
Catholic church building 
Wounded Knee, a sparsely settled 


community with a museum and trad- 
ing post, is the site of an 1890 mas- 
sacre in which more than 300 men, 
wettien and children died. 

in early March, a group of AIM 
rebels took charge of the trading post, 
and held several hostages captive in 
the Catholic church in Wounded Knee. 
They demanded the removal of Tribal 
Council President Dick Wilson, charg- 
ing him with corruption 

Federal troups were called in to sur 
round Wounded Knee. Caught right in 
the middle between the AIM leaders 
and the federal troups were about 60 
Sioux“families that live in the area, 
according to Southern Baptist mis- 
sienary Harold Heiney. 

Not all these people support AIM, 
because many of the AIM leaders are 
considered ‘‘out siders,’? Heiney said 


— (Photo by Ezra Yanub) 


nO ore. 
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When the AIM rebels asked for a vote 
to impeach Wilson, the tribe 
down the ouster 

“Sioux are free-thinking people, but 
AIM demands total obedience,” said- 
Dorothy Richards, secretary to the 
tribal court at Pine Ridge. ‘‘We don't 
have too many AIM people here. Most 
of the ones in Pine Ridge are outsid 
ers, and we hate people coming in 
from the outside and telling us what 
to do.”’ 

Most support for AIM on the reser 
vation is because of hostility towards 
persons holding power who are mixed 
bloods, which includes Council Presi 
dent Wilson, according to a report in 
Time Magazine. 

Davis, longtime home missionary 
with Indian groups, fears the Wound 
ed Knee incident will affect Baptist 
work on other Indian reservations 

Davis came to South Dakota in 1966 
from Montana mission work and state 
work on the Oglala Sioux reservation 
which stretches more than 100 miles 
long and 60 miles wide. More than 
11,000 Sioux live on the reservation 
Davis lives.now in Rapid City and the 
reservation work was expanded to in; 
clude missionary Heiney who lives in 
Pine Ridge 

Heiney is concerned with minister- 
ing to the people there on the rserva 
tion. The rift he-says, is Indian against 
Indian, and he fears it could end in 
bloodshed 

“We are trying to work with our 
people now so that when all this is 
over we all will be able to live on the 
reservation,” Heiney emphasized 
“Our ministry is to bring reconcilia- 
tion between the two factions, to pick 


voted 


~ > oe 


t Baptist Work In Israel © - 


from Tel Aviv, at Petah Tiqva is the 
Baptist Village, the center of camp- 
ing and conferences for the convea- 
tion. Here many people young and 
old come each year for Bible confer- 
ences, youth camps, etc. Formerly 
an orphanage was’ here but 
this was closed several years ago. 

At the present time there usually 
are fifteen to eighteen couples and be- 
tween six and eight single persons in 
the Israel Mission and in the work in 
the Gaza strip. In Israel proper there 
are at the present time two journey- 
men and fourteen couples helping in 
Schools, bookstores, congregations, 
camps, and in student and publica- 
tion centers. There are seven church- 
es and ten mission stations, with 241 
church members and 800 persons 
enrolled in Sunday school. There are 
three book stores (with two other 
centers where books are sold) four 
publications and three schools. This 
does not include the hospital at Gaza 
and the church connected with that 
ministry. 

Mission Work Visited 


During our recent visit to Israel 
it was our privilege briefly to visit 
the Baptist church and Baptist House, 
the Jerusalem House, and the Bap- 
tist Book Store in Jerusalem. We also 
spent some time at the Baptist church 
and school in Nazareth, had a meal 
at the Baptist Village at Petah Ti- 
qva and fellowship with missionar- 
ies from several points during the vis- 


it there. We also visited the center 


of Baptist work in Tel Aviv. AN of 
these visits afforded opportunities for 
fellowship with missionaries and 
with some of the national workers, 
and gave opportunity to learn much 
about the work. 


One project which was of much in- 


terest to us was the work of mission- 


ary Dr. Robert L. Lindsey, who is 
engaged in the monumental task of 
translating the New Testament into 
modern Hebrew. No translation of the 
Testament into Hebrew has been 
made in over a century, and even 
that was not in the modern revived 
Hebrew language which is spoken in 
Israel today. When one remembers 
that about 2,000,000 Jews now live in 
Israel, and speak this language,. he 
can realize what this work by Dr. 
Lindsey could mean to all Christian 
witness there. Baptists everywhere 
should pray for Dr. Lindsey in this 
great task. 

As one meets the missionaries and 
national workers, he can say #ith’ Dr. 
dulian Pentecost, »editor: of: the ‘ Vir- 
ginia Religious Herald who was one 
of our party on the recent trip, ‘‘Sou- 
thern Baptists have every reason to be 
grateful for the persons who constitu- 
te the Israel Mission. They are attrac- 
tive, warm, sensitive, competent, and 
committed to ministering to people 
in the spirit of Jesus Christ. Their ma- 
turity is reflected by their patience— 
the ability to view their efforts in the 
-context of years and decades. The y 
could serve with equal distinction in 
any location. God's call to them and 
their response of obedience is the rea- 
son for their being in Israel."’ 


“The near - 
talked religion to a wooden Indian in 


sighted women who 


front of a cigar store later declared 


she would rather be a live Christian 
and talk religion to a wooden Indian, 
than a wooden Christian who never 
talked religion to anybody.”’ Miles 


City Messenger 


Jerusalem Baptist Congregation, Jerusalem, Israel — 
people talk after worship service. 


Lindsey, 


At the Jerusalem Baptist Church morning worship serving, Dr. 
missionary, is shown, breaching. 


At the building entrance, 


Robert L. 


Baptist School Said 
To Eseape Riots 
Because Of Respect 


FORT WORTH (BP) — Baptist 
schools escaped the riots that have 
hit many: other colleges and universi- 
ties because students and _ faculty 
are used to treating each other with 
respect.,and ,compassion, Baylor Uni- 
versity President Abner McCall said 
here 

“When we have problems, we talk 
said McCall at the mid-win- 
Texas Baptist missions 


it over,”’ 
ter meeting of 


leaders here. The Baylor president 
said there is a growing support in the 
1970's by Baptists to send their chil 


dren to Baptist schools, a feeling that 
wasn't so prevalent in the 1950's. He 


said Baylor couldn't take all the quali- 
fied students who applied in Septem- 
ber. 

McCall disputed the claims of those 
who have said education is the ans- 
wer to all of America’s problems. 

‘“‘Making a man smart doesn’t nec- 
essarily make him good,”’ he said. 
“Sometimes it just makes him mean- 
ec and more dangerous. If everybody 
in the United States had a Ph:D., we 
wouldn't be a better people.”’ 

The reason, said McCall, is that 
“our problems have a moral basis. 
Drugs, alcohol, crime, juvenile delin- 
quency and even unemployment prob- 
lems have a. moral basis."’ 


James Madison, five feet four and 
100 pounds, was the smallest Pres- 
ident and William Howard Taft, over 
300 pounds, the largest 


Managua Sequel: Love In Action 


> WASHINGTON — The earthquake: ., 
that virtually demolished the city of 
Managua, Nicaragua on ~ December 
23 - 24 prompted one of the greatest 


demonstrations of Christian love in 


the history of Baptist World Relief 

As of mid - February, the Baptist 
World . Relief department knew of 
more than $250,000 in aid channeled to 
Nicaragua from Baptist individuals, 
churches, and conventions. In addi 


tion, mission groups were making 
longrange plans for r ebuilding de 


stroyed church buildings, school and 
hospitals 

Carl W. Tiller, BWA Relief coordi 
nator, said that the monetary figure 


does not tell the full story of response 

The true measure 
flected in reports of numerous sacri 
ficial gifts, such as US $25 from Bap 
tists in Bangladesh which is-still pla 
gued with damage from its 1971 - 72 


of concern is re 


up the pieces and share the 

Southern Baptists are not among 
the churchmen serving as _ negotia 
tors; most of these are outsiders also 

“‘Now there is not much we can do 
A lot of the Indians are not for AIM 
We need to try to minister spiritually 
and stay sensitive to the feelings of 
all the people. We will carry on our 


gospel.” 


programs to all of the people.”’ \ 
The Indians are not going to forget 
Wounded Knee, said Irwin Lawson 
Home Mission Board language mis 
sions staffer 
“Wounded Knee was the last big 


confrontation with the government in 
1890. We do have a ministry with the 
Indians. If there is going to be any 


hope of unity now it will be through 
the unity of the Christian Gospel.” 


war for. ANBCRERDER CED. ARDS Hees 
bo 


from Ba aptists in India where 
food and famine 
tilence 

3aptists in the neighboring  coun- 
tries of Costa Rica, El Salvador, Hon- 


are even now a pes- 


duras, and Guatemala are giving di- 
rect assistance their own vehicles 
carrying emergency food and medi 
cines to th earthquake survivors 

A strategic personality in adminis- 
tering outside aid to meet relief 


needs of the people has been Dr. Gus- 


tavo A. Parajon, a member of the 
Baptist Hospital staff at Managua, 
Dr. Parajon is the son of a former 
pastor First Baptist Church in Man 
agua 

Less than a week after the quake 

even while the Nicaragua govern 
ment sealed the city off from the out 
side world in an attempt to assess 
damage and bury the dead, Dr. Rob 
ert A. Hingson, a Baptist layman, 
\irs. Gene Wise. 
Missionary, Dies 

After Lengthy IIlress 

DALLAS (BP) Mrs. Gene H 
Wise, 49, missionary to Brazil for 
nearly 23 years, died in a local 
hospital after a long battle with can 
cer. Funeral and burial were in Irv- 
ing, Tex., on Feb. 26 


The 


early 


family has lived in Irving since 
1971 when they returned to the 
states because of her health. They 
were appointed by the Southern Bap- 


tist Foreign Mission Board in 1950 
They lived and worked in Rio de 
Janeiro until.1962, when they moved 
to Camrinas, Brazil. 


“A Slow. iq: Manggua-ag-¢ Present 
sete of the Baptist Wertie Yance 
and at the invitation of Central Amer 


ican health authorities 


He carried with him several thou- 
sand dollars worth of medical s u p- 
plies donated by American drug man- 
ufacturers, and sufficient. money to 
help meet emergency needs for food, 
water, shelter and clothing — these 
cash funds coming from the BWA re- 
lief department's emergency re- 
serve and an immediate gift from the 
Baptist Federation of Canada. 

Dr. Hingson helped Nicardgua heal- 
th authorities, with whom he had 
worked previously, to plan for recov- 
ery from the earthquake. He made a 
full report of findings and recom- 
mendations to BWA General  Secre 


tary Robert S. Denny and other al- 
liance leaders as soon as he returned 
home 

This report, which Dr. Tiller shar- 


executives, 
the 


ed with Baptist mission 
set a pattern for assistance to 
stricken area 

Contribttions and-reports ae direct 
help have flowed into the \ gton 
BWA offices. The American Baptist 
Churches USA; which has mission 
work in Managua, appealed directly 
to ‘its churches and raised more 
than $200,000 in special offierings to 
be disbursed by ABC people in Nica- 
ragua. The Southern Baptist Con- 
vention USA channeled a generous 
to its churches and raised more 
though lesser amount through mis- 
sions in countries adjacent, and made 
plans to help Managua churches re- 


. built their houses of worship. Appeals 


were made also by conventions and 
unions in Europe, Australia, Africa, 


and countries in Latin America. ~ 


ae 


Names In 
The News ~ 


Jimmy Little has been called 
as full- time minister of music 
sms and youth at 
East Moss Point 
Church, Moss 
Point. From 
F Pascagoula, he 
* received his Ba- 
chelor of Church 
Music Educat- 
ion degree at 
Mobile College. 
He has served 
as part-time music director at 
Griffin Street Church, Moss 
Point; First Church, and Kre- 
ole Aventie Church, Moss Point. 
He moved to East Moss Point 
from First Church, Robertsdale, 
Alabama. He is married to the 
former Sandra Howard. 


» 


Temple Church, Petal, has li- 
censed Bruce Grissom, pictured, 
to the gospel ministry. Bruce, 
the son of Mr. 
and Mrs. W. A. 
Grissom, Jr., of 
Petal, is a sen- 
ior at Petal 
High School and 
plans to enter 
William Carey 
College this fall. 
Rev. G. W. 
Smith is church 


pastor. 


First Church of Helena (Jack- 
son County) recently licensed 
: : Kenneth R 
Overby, pic- 
tured, to the 
Gospel ministry. 
Mr. Overby is 
enrolled in 
Clarke College 
and may be 
reached by mail 
at General De- 
Ee * livery, Newton. 
He is married to the former Bet- 
ty Lou Snowden of Enterprise 
and they have two daughters, 
Kemberly, 10, and Kelly, 4. Mr. 
Overby is available for supply 
preaching. Rev. Thomas H. 
Crawford is pastor at Helena. 


Thirty - five writers f rom 16 
states gathered at Henry Horton 
State Park near Nashville re- 
cently for a Sunday School Youth 


Writer’s Conference, sponsored 
by the youth section of the Bap- 
tist Sunday School Board. Mrs. 
B. J. Dean, First Church, Ocean 
Springs, visits here with Frank- 
lin Farmer (left), supervisor of 
the youth section and Lynn M. 
Davis, Jr., manuscript analyst 
in the church services and ma- 
terials division office. Writers at- 
tended the meeting to receive in- 
structions and outlines to use as 
guidelines for writing in youth 
materials for the 1974-1975 year. 


ARE YOU CALLED 


undertake the regular seminary course? 
July 6. 


Dr. Thomas W. Hill, a South- 
ern Baptist missionary and dir- 
ector of the Baptist Spanish Pub- 
lishing House here, has been e- 
lected president of the internat- 
ional Spanish -Evangelical Pub- 
lishers Association (SE P A). 
Founded in 1970, SEPA repre- 
sents major publishers of evan- 
gelical books in Spanish. The or- 
ganization meets annually to 
share problems of selection, mar- 
keting and distribution; this 


year’s meeting was in Mexico | 


City. 


Keith Jefcoat, 16, was the win- 
ner of the overall trophy at the 
State Baptist Music Tournament 
held at Clarke 
College. Keith, 
a junior at West 
Jones High 
+ School in Jones 
County isa 
member of the 
West Jones 
Band, Singers, 
piano club and 
is vice president 
of the Bible Club. He is also a 
member of Soso First Baptist 
Church. A scholarship has been 
offered to Keith for further de- 
velopment of his musical career. 
He is the son of Mrs. Joseph 
B. Jefcoat and the late James 
N. Jefcoat. 


Donovan T. Murphy was li- 
censed to 
preach by Gulf- 
portHeights 
Church on Feb- 
ruary 4. He is 
available for 
‘supply work, 
and is_ highly 
recom - 
mended by his 
_ pastor, Rev. 

Leste> McNair. 


Of Hattiesburg’s 10 Outstand- 
ing Men for 1972, five of the ten 
selected are Baptists: Michael 
Edward West, member of Main 
Street Church, president of High- 
way Express, Inc. and of West 
Brothers Leasing and Contract- 
ing Gompany; William E. Mc- 
Innis, First Church, Hattiesburg, 
owner of five Piggly Wiggly 
stores; Judge Howard L. Pat- 
terson, Chancellor of the 10th. 
Judicial District; Charles Z. 
Stevens, Petal-Harvey Church, 
superintendent of ‘Hensley Indus- 
tries, Inc.; Rev. Garland Mc- 
Innis, city pastor of Hattiesburg 
and chaplain for Forrest County 
Jail. 


1924 LR, guishea Service 
Award was presented to Rev. 
Billy W. Baker of Dumas Feb- 
ruary 5 at a Jaycee Presenta- 
tion Banquet of the Ripley Jay- 
cees. Mr. Baker has served as 
pastor of the Dumas Church 
for two years. Prior to Dumas 
he served Providence (Tippah); 
Bluff Springs (Neshoba); and 
interim pastor at Saltillo and 
Pittsboro. ‘He is a native of Cal- 
houn City, a graduate of Clarke 
College and Blue Mountain Col- 
lege and has completed one term 
at New Orleans Seminary. Mr. 
Baker and his wife, Becky, have 
lived in Tippah County for five 
years. They have two children, 
Diana 9, and Michael 8. Baker 
is the president of the Dumas 
TCDC, a member of the Board 
of Directors of the Blue Moun- 
tain Ministerial Alumni Associa- 
tion, and has held many associ- 
ational responsibilities. 


INTO FULL-TIME 


CHRISTIAN SERVICE? 


Needing Shoroyah, tesla 
Jetics,. -churchadrtinist " 
Christian history, religious education, church 
music, and related subjects? 


pit Bible, shop. 


Wanting these only in a 
Southern Baptist school? 


But lacking either your high school or college credits, or otherwise unable to 


No a accepted? except in the summer session, June 11 through 
for a catalog or other information 


BAPTIST BIBLE 


A three-year theological school owned and controlled 
the Florida Baptist Convention. 


DOES YOUR CHURCH NEED 
AN ELEVATOR? 


Install the “Elevette” 
DESIGNED FOR CHURCHES, HOMES AND SMALL 
BUSINESS FIRMS. This elevator accommodates up 
to 3 adults or a wheelchair patient and attendant, 
and is especially valuable for the elderly and physi- 
cally handicapped 


INSTITUTE. 


1306 College Drive 
Graceville, Florida 


\@ safety engineered elevator 


REASONABLY PRICED — FINANCING AVAILABLE 
No -interest or carrying charge after down payment 
FREE SURVEY & ESTIMATES 


Call or mail coupon today for a free brochure and 
additional information 


“BROCK ELEVATOR SERVICE ” 


a P. ©. Box 2862 — Jackson, Ms. 39207 — Telephone 922-8675 


State 


Zip 


Mississippi College, 


Russell Wayne Brashear (enter) of Athens, Ohio, a freshman at 
is shown receiving a scholarship check from 


Van D. Quick, (left), assistant to the president and director of ad- 
missions. The grant to Brashear was provided by the State Convent- 
ion of Baptists in Ohio as part of a joint scholarship venture be- 
tween the convention and the college. Looking on is Dr. Phil McCarty, 
associate professor of Bible and religious education, who has appear- 
ed before the Ohio convention informing them of the program at 
Mississippi College. (M. C. Photo by Bill Strange) 


Winners of the Keith C. Von Hagen Award of Merit for 1973 are 


Charles Clark (left), 


manager of the Jackson, Miss., 


Baptist Bou. 


Store,, and Jay O. Turner, manager of the central stores depart- 
ment in the Sunday School Board’s book store division. Congratulat- 
ing them on outstanding leadership in the opening of the first 


Lifeway Book Store, 
Thomason (right), 


for which they earned the award, 
director of the book division. Named in honor 


is W. O. 


of the division’s former director, Keith C. Von Hagen, the award 
was first presented last year. It is given for oustanding or unusual 
contribution to the ministry of the Baptist Book Stores. This year’s 


award was given at the division’s annual merchandising conference 
held at Lake Yale Baptist Assembly in Florida. 


February 18, First Church, Maben, 
ordainéd’ Wayne" Howard 6f  Maben 
to the gospel ministry. Rev. Ray- 
mond Glover brought the charge to 
the candidate and Rev. Billy Floyd 
brought the charge to the candi- 
date and Rev. Billy Floyd brought 
the charge to the church. Rev. Randle 
Poss, pastor, led in the ordina- 
tion prayer. Pictured are Mr. How- 
ard, left, with Pastor Poss. 


A pastor, an evangelism dir- 
ector and an agency executive 
have been named 1973 Distin- 
guished Alumni at Southwestern 
Seminary. The announcement 
was made by Jesse Fletcher, 
president of the seminary alumni 
association and director of the 
mission support division of the 


- y) Foreign Mission Board. The th- 


ree named are James E. Coggin, 
pastor, Travis Avenue Church, 
Fort Worth; C. Wade Freeman, 
evangelism director for the Bap- 
tist General Convention of Tex- 


Baptist Hospital Dedicated In India 


“ek SAR Bowing Yemurxs 3 ae “made “ mitnodgh thé money EEO Tor TW Son- ysl thar’ prehipwe® us: id: mare’ the 


by owén Cooper of Yazoo City, 
SBC president, at the dedication and 
opening ceremonies of the. new South- 
ern Baptist Hospital, Bangalore, In- 
dia, January 15, 1973: 

It is an honor and a distinction to 
participate in this occasion and, espe- 
cially, so, in: representing 12 million 
members of the Southern Baptist Con 
vention located in all 50 states of the 
USA. This large group of Christians 
accept the Holy Bible as the inspired 
Word of God. They acknowledge God 
as the Father of all; they recognize 
Jesus Christ as the incarnate Son 
of God who became flesh and dweit 
among us — being at the same time 
God and man; they believe Christ 
gave His life as a sacrifice to’ re 
deem man _from the penalty of sin; 
and they strive to follow the teach 
ing of their Saviour, Jesus Christ, 
which includes in small part: (1) 
that through faith in Christ we have 
eternal life with God, (2) that throu 
gh confession we have forgiveness of 
our sins, (3) that we should treat oth: 
ers as we would have them treat 
us, (4) that through prayer God's 
power is available to us, (5) that 
God is NO respector of persons — for 


all are equal in His sight, (6) that: 


love is the greatest power in the 
Universe, and (7) that it ism ore 
blessed to give than to receive 
Because of the love Southern Bap 
tists have for the people of India, we 
come today to offer the services of 
this hospital. It is an act of love of 
one people for another people ? 
This hospital does not come from 
the pocketbooks of Southern Baptists, 


as, Dallas; and Darold H. Mor- 
gan, president of the Southern 
Baptist Convention’s Annuity Bo: 
ard, Dallas. They will be honor- 
ed during a special luncheon on 
June 13, in Portland, Ore., dur- 
ing the meeting of the Southern 
Baptist Convention. 


Miss Linda Jenkins on Febur- 
ary 15 completed her 16th year 
as secretary and receptionist at 
First Church, Yazoo City. 


Terry Regel has surrendered 
to the full time ministry. The 
son of Mr. and Mrs. C. F. Regel 
of Marks, he has been attending 
the University of Mississippi and 
plans to attend New Orleans 


Seminary. He was licensed to 
preach on February 11, by Phila- 


delphia Church, Etta. Not only is ist, 
youth weekend revival March 10 


and 11 at Olivet Church, Gulf- 
port. Special singing and testi- 
monies were led by the youth of 
the church. 


Terry a member of this church, 
but he also is a member of the 
church choir. He is pictured with 
his pastor, Rev. Earl Beeler, 
right. 


struction was given by them. This 
hospital does not come from the 
minds of Southerri Baptists, although 
much thought and planning and judg- 
ment and thinking is represented by 
this institution. This hospital does not 
come from the hands of Southern 
Baptists, although much toil and la- 
bor and work has been wrought by 
Southern Baptists to bring us to this 
hour. This hospital does come from 
the hearts of Southern Baptists —for 
the heart is the source and Seat of 
love, as it is the love we have for 


‘ag al Pins “t we Sim 
Olivet Constructing Education Building 


Pastor Floyd E. 
ground for the new 36 x 80 foot education building to 
be added to the Olivet Church, Gulfport, to the left of 


Hughes, 


the sanctuary in photo at left 
breaking picture include, | to r: 
day schoool director; 


Coast Association, 


news commentator in; Washing- 
ton, learns a little more about 
Mississippi 
from Dr. Lewis Nobles (right), 
college president, 
H. Gough, director of public’ in- 
formation. Mudd was on campus 
to address a full auditorium con- 
cerning political activities in the 
nation’s capitol. The CBS news- 
man covers Capitol Hill and is 
seen quite frequently on the 
“CBS, Bveriing News with Wal- 
ter Cronkite.”’ 
John McCall) 


in photo at right, 


Others in the ground 
Bobby Dunwoody, Sun- 
Roscoe Dean, 
director; Bill Murray, Building Committee chairman; 
afd Rev. J. W. Brister, superintendent of missions, Gulf 
speaker for the occasion. A large 


New William Carey College Alumni Executive Council members 
pose following Homecoming activities on the Hattiesburg campus. 
Seated, center, is Rev. S. A. Adkins of Mobile, Carey President for 
1973. He is surrounded from left to right by alumni council mem-~ 
bers: Mrs. Donna Wheeler, Hattiesburg; Rev. Frank Lay, Meridian; - 
Rev. Nathan Barber, Hattiesburg; Mrs. Deborah Moss, Laurel; Mrs. 
W. W. Grafton, Hattiesburg; and Mrs. Elsie Curtis, Guifport. Other 
council members not pictured include: Lt. Carl V. King, Florida; 
Tommy King, Laurel; Lowell Broome, Jackson; Emory Morgan, 
Columbia; Mrs. Frances McCrory, Hattiesburg; and Dr. James Pin- 
son, Hattiesburg. 


Rodney Cook was licensed to the Gospel Ministry by Highland 
Church, Laurel on February 14. He is a senior at West Jones High 
School and has been accepted as a ministerial student at Carey Col- 
lege for the fall term. Rodney is pictured with his parents, Mr. and 
Mrs. Vernon Cook, and his sister, Pam. Pastor Ralph Graves, shown 
at right, presented the certificate. = 


Mrs. John E. Dawkins, 77, of 
Mt. Gilead, N. C., died March 9 
at a hospital in Sanford, N. C. 
following a brief illness. Mrs. 
Hawkins was the mother of Miss 
Edna Frances Dawkins of Rich- 
mond, associate secretary of the 
department of promotion and fur- 
lough ‘ministries for the Southern 
Baptist Foreign Mission Board. 
She is also survived by a son, 
J. E. Dawkins Jr. of Hattiesburg, 
Miss., and another daughter 
Mrs. William L. Lewis of San- 
ford. 


WACO, Tex. — An Abner V. McCall 

, Scholarship |Fund,bas.,been established 

by planners of a recognition day Mar- 

ch 30 for the 10th president of Baylor 
University. 

A group of about 30 business, polit- 
ical, denominational and civic lead- 
ers serving as the advisory commit- 
tee for the event met recently on the 
Waco campus of the Baptist univer- 
sity. The committee will finance the 
initial student scholarship from t he 
fund. 

Plans for the recognition day _ in- 
clude convocations on campus dur- 
ing the week, an afternoon reception 
for out --of - town guests and a ban-. 
quet at .Waco’s Civic and Convention 
Center. About 2,200 persons are ex- 
pected to attend the March 30 ban- 
quet. 

The banquet guest list, which will 
be composed by the advisory commit- 
tee, will include educational, govern- 
ment, church, civic and student lead- 
ers and supporters of the university. 


Roger Mudd (center), C B S 


in Clinton 


College 


and Norman 


(M.C. Photo by ~ 


Pat Johnston, chalk talk art- 
was guest speaker for the 


a good hospital. Use it; cure the ill; 
strengthen the weak; make well the 
sick; and teach others to heal so that 
bodies may be made well and pain 


relieyed.”” Spann . 

- May ‘mis “hospitar also ‘Serve as. a 
perpetual and material reminder of 
the love and friendship the people of 
the United States have for the peo- 
ple of India. Let no act of Congress, 
no decree of Parliament, no word 
of a politician, no pronouncement of a 
diplomat, nor no action of a minis- 
ter ever come between our people 


services of this hospital available. 

Southern Baptists love the people of 
India, for you are our brothers and 
sisters. As our brothers and sisters, 
your problems are our problems; 
your sorrows, our sorrows; your hun- 
ger, our hunger; your pain, our 
pain; your joy, our joy; and your 
sickness, our sickness. As your broth- 
ers and sisters, Southern Baptists 
want to help you heal the h uman 
hurt of this country 

From the hearts of Southern B a p- 
tists we say, ‘‘Here is the service of 


and your people. We are two great na- 
tions of democratic people, each striv- 
ing to better the conditiop of the 
common man, to help the needy, and 
to find the true relationship to God 
(Continued on page 8) 


breaks crowd of worshipers were in attendarice. The children 
were enthusiastic about the ceremony, for the new $50,- 
000 building will provide room for a children’s church 
service, as well as for 12 classrooms, doubling the pre-~ 
sent educational space. Roy Parkinson led in the prayer 
of dedication. ‘‘Since the above picture was made, the 
construction of the foundation is well underway. The 
frame should be constructed by the time this article is 
published,”’ states Robert E. Dyess. 


Church Training 


/ 


Fourth Oldest In DeSoto To Build 


Oak Grove Church, fourth oldest in Desoto Assn. (1852), had a special 
“ground-breaking” service, Feb. 25, for a new educational building. This 
will add aboit 1500 sq. ft., of space to their present building, and provide 
for several class rooms, nursery, and rest-rooms. This building is to be 
located on the site of the original building. 

This small church is now beginning to have some growth; they have 
averaged about 25 in S.S. for the past several years, now are having about 
45-50, or more. The picture: The man in the center, with the shovel, is 
C. M. Dunaway, one of the older members of the church. ‘‘Mr. Jake,”’ as 
he is called, has been a faithful member of this church since young man- 
hood, a deacon, S.S. teacher, church treasurer, song leader, and anything 
else the church needed! Mr. Dunaway also served as assn. clerk, for De- 


Soto Assn. for 26 years. 


First man on the right, with the Bible, is Rev. Wm. L. Riles, and the 
third man from right, is J. C. Kicker, chairman of the Building Committee. 


| Margaret Bruce Retires 


lane 


Miss Margaret Bruce retired from 
Southern Baptist Woman's Missionary 
Union’s, national headquarters’ staff 
February 17 after almost twenty-five 
years of travel, writing, and program 
leadership. 
After a brief 


é 


Florida vacation, Miss 
Bruce will enter a so- 
lid schedule of free- 
lance missions work, 
beginning with lead- 
ership training en- 
gagements in Illi- 
. nois and Hawaii. She 
is considering mov- 
ing to a foreign mis- 
sion field for several 
months to work as a 


volunteer. 


Miss Bruce came to the Birming- 
ham WMU office in 1948 as secretary 
of young people’s work. She directed 
Sunbeam Band, _ Girls’ Auxiliary, 
Royal Ambassador, and Young Wo- 
man’s Auxiliary work until 1957. 

Since 1957 she has been.a leader 
of women’s work, first as director of 
the Woman’s Missionary Society 
Department and later as Baptist Wo- 
men director. 


Prior’ to joing’ the* *Wattondl WU” 


staff, Miss Bruce served for four- 
teen years as young people’s secre- 
tary for the WMU of her native Teri- 
nessee. 

Miss Bruce attended U. T. Junior 
College and Union University, and 
-she graduated from Woman's 
Missionary Union Training School 
(now part of Southern Seminary) and 
Georgetown College. 

She received the Georgetown Col- 


Yohn Quincy Adams was the son of 
a \President and Benjamin Harrison 
the grandson. Zachary. Taylor .and 
James Madison were second cousins 
and the two Roosevelts were fifth cou- 
sins. 


lege Achievement Award in 1953 in 
recognition of her Christian service. 

She has visited mission fields throu- 
ghout the U. S. and in the Orient, 
South America, and Europe. 


‘S*In Memoriam” Gift 

An “In Memoriam” gift was pre- 
sented during William Carey Col- 
lege’s Homecoming activities Feb. 17 
by the Class of 1966. Library volum- 
nes on special education were plac- 
ed in Rouse Library in memory 
of Mrs. Emogene Roebuck Willis, 
Jormerly of Tupelo and winner of the 
1966 Leadership award at William 
Carey College. Mrs. Willis, who was 
accidentally killed last August, was 
at the time of her death Director of 
the Mechlenburg Center for Human 
Development in Charlotte, N. C. 
Members of the Class of-1966 making 
the presentation pose above left; Roy 
McHenry, Lonnie Earnest, and Mrs. 
Nathan Barber. 


Sunday School Lesson: Life and Work 


The Danger O 


I Corinthians 10 
By Bill Duncan 
“Who would have ever thought 


_. that he would go off after that line? 


Said arsister ‘phe day te nie wanting 
some answers on another religion. 
Her brother had been out west to in- 
terview a prospective employee when 
he Was introduced to the new religion. 
Sunday School, Churth Training, 
and good preaching had all been in his 
diet. ‘‘Why did he get confused about 
what was right?"’ was the question of 
his sister. 

I have known sev- 
eral young girls 
who started out ‘‘to 
win’ their boy- 
friends to become 
Christians only in 
the end “to lose” 
by becoming like 
the boy friend. The 
desire to like’ the 
person over- 
come the thoughts of beliefs and mor- 
als. The warning was given but the 
realization was too late. 

The Living New Testament has I 
Corinthians 10:12 to read: “So... be 


|e Reta: if you ate thinking; 6h;T 


would never behave’ like that (like 
the unfaithful Israelites) let this be a 
warning to you. For you too may fall 
into sin.’’ 

The ships that land on the rocks or 
sand bars never start out from port 
with this as their intentions. But be- 
cause of self-trust, confidence that 
is not well - grounded, accidents 
happen. Then people wonder why? 
Of course we need to have the ability 
to adventure. There is a fine line of 
difference between the dangerous and 
the safe. Good advice is, ‘‘Do not trust 
one’s self too much.” 

The children of Israel enjoyed the 


‘ 


greatest privileges God ever gave but 
still they were far from being safe 
from temptation. 

Paul reminded the Corinthians that 
the ~childnee: wef -israetenctiat gc 
close to God had no guarantee what- 
ever of security when temptation at- 
tacked. Everyone can learn some les- 
sons from history. Some learn more 
than others. The children of Israel 
had many wonderful things to happen 
to them: protection, guidance, great 
leaders, and spiritual blessings. Yet 
they failed to be God's people. There 
were idolatry, fornication, trading on 
the mercy of God, murmuring, and 
grumbling. 

Life has many temptations. A city 
tourist was trying to clear up a mud- 
dy stream of water to make it safe 
for drinking. He heard a noice be- 
hind him and turned to see a hill 
farmer eyeing his efforts with humor. 
“Stranger,’’ the backwoodsman said, 
“that water will clear up if you'll 
run the hog out of the spring.’’ Too 
many times we expose ourselves to 
temptation hoping that it wil take. 
There are enough temptations that 
come through natural’ channels with- 


‘ QUt BROT ue of aee-way to expose our- 


selves. 

Temptations are sure to come. This 
is a part of the essence of life. But 
the basic idea of the New Testament’s 
word for temptation is test. Tempta- 
tion is something that is désigned not 
to make us fall, but to test us so that 
we emerge from it stronger than ever. 
The test can be a step upward in life. 

All temptations are not unique to 
us. Other people have endured them 
and have come through 

This is what the sailor was supposed 
to have said, “A shipwrecked ma- 
riner on this coast bids you set*sail.”’ 
His boat may have been lost but 
many more have weathered tite 


SEI Se. 


- 
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Sunday School Lesson: International + 
—— 


Man Has Gone Astray, 


sin in human experience. In theologi- 
cal terms we call this ‘‘the fall.”” Man 
fell from his state of innocence. He 
went astray. He brought upon himself 
the consequences of his own self-will 
—separation from God, the burden 
of guilt, the anguish of remorse, the 


bitterness of moral weakness, ard 
the reality of spiritual death. 

The Lesson Explained 
ALL GUILTY (Psalm 14:2-3) 

The ckground for the adequate 
understanding of these verses is to be 
found in Genesis 3:1-19. In the dis- 
obedience of Adam and Eve, the hu- 
man race was poisoned at its source. 
We should fiot press this truth and 
say that sin is inherited, but we 
should recognize the tragic factor that 
from the beginning of the race until 
now all men have been marked by .an 
inclination toward evil. All men have 
gone astray. All are guilty. 

The Lord is described as looking 
down from heaven to see if anyone 
acts wisely, that is, if anyone seeks 
after God. No such one is found. No 
one seeks after God because of 
stubborn rebellion in the heart. Instead 
of being inclined toward God, all 
men have turned away from God. All 
of this, of course, is the description of 
man in his natural state man in 
unrepentance, man estranged and un- 
repentant of evil, man apart from the 
saving faith and reconciling grace of 
the Christian gospel. Having gone 
astray under the impulse of our self- 
centered nature, we were, apart 
from Christ, under the condemnation 
of God. 


Colonial Heights Sets 


New Attendance Record 

February 25 was a Super Sunday at 
Colonial Heights Church, Jackson. 
The Sunday School attendance goal 
of as surpassed, with @ of 
600 attending Sunday School "e 
average attendance during the past 
church year was 290.) 


Thirty - two of the thirty - eight 
classes surpassed their goals, some 
as much as doubling their goals. On 
the basis of a multiple point system, 
two teachers were selected as 
“Teachers of the Day.’’ Bob March- 
etti, who teaches the couples class, 
and Mrs. Geneva White, director of 
the six - year department, won these 
awards. H. B. Sinquefield is direc- 
tor of the ‘Sunday School. 


There were 16 additions to the chur- 
ch on that day bringing the total 
number of additions in the past six 
months to 176. Rev. Brian Harbour is 
pas 


f Self-Trust 


storm. When we are going through 
things we are going through what 
others have, in the grace of God, suf- 
fered and endured and conquered 


A ROME SES ti Rr AAA OREO. 


ways a way of escape. No man need 
fall to any temptation, for with the 
temptation there is a way out. The 
way out is not surrender and retreat, 
but the way of conquest is the power 
and the grace of God. 

The best advice I ever received 
from anyone about life was from a 
preacher friend who died a few years 
ago. He often said, “If you are not 
beihg tested, get ready, it is on its 
way.’ If one was on guard, looking 
for the test, he would be more ef- 
fective in being victorious. But the 
point was to be ready. Too many 
times we have fallen in temptation 
because we were not prepared 

Haw can we be ready? To be filled 
withthe power of God and. standing 
in his apie the only way. If we 
depend upon 4ur own ability, streng- 
th, or wisdom, we will fail. It is God's 
victory when we use his weapons 


Bowyer Family To 
Sing At Wahalak 


Thé _Singing Bowyer Family of 
Jacksonville, Florida, will appear .at 
Wahalak Church, Wahalak, on March 
24 at 7:30 p.m. 

The five - member family will pre- 
sent “good gospel singing."’ The 
youngest members of the group, Mi- 
chelle, 6, and Bruce, 9, will be’ fea- 
tured in the program. 

It’s not necessary for some people 
to put out the light to be in the dark. 


A hospital is a place where people 
who are run down wind up 


CORRUPTION IN THE HEART 


that it was written with the pen of 
jron. The people were generally given 
over to idolatry, stubborn pride, and 
rebellious indifference. Adultery, 
greed, and injustice, marked their 
cankered life. They bad broken their 
convenant relationship with God—thy 
had gone astray — and this was the 
explanation of their spiritual perver- 
sity and their moral corruption: 
heart which turns away from God be- 
comes full of all uncleanness: vile 
thoughts, lustful imaginations, evil de- 
sires, selfish aspirations, covetous 
schemes, jealousy, and deceit. No 
wonder. Jeremiah declared that the 
heart is deceitful aboye all things 
and desperately corrupt. The corrup- 
tion of the heart can be made clean 
only by the forgiveness of God in 
Christ. 

THE DEPTHS OF INIQUITY 

(Rom. 1:28 to 2:1) 

Paul was describing the pagan or 
Gentile to show his need for salva- 
tion. Such depravity is universal; the 
path away from God leads to indes- 
cribable wickedness and corruption. 
This passage helps us to see some- 
thing of the depths into which men 
sink when they refuse to acknowledge 
God. They give themselves over to 
lust, violate every standard of decen- 
cy and propriety, engage in every 
conceivable means of sexual expres- 
sion; and become so reprobate in 
mind that they act like fools in moral 
matters. They turn to vanity and 
falsehood, covetousness and violence, 
treachery and presumption. The long 
list of evil practices, shameful vices, 


Carmel Homecoming 

Carmel Church, Monticello, Law- 
rence County, will observe annual 
homecoming on Sunday, March 25. 

Dr. N. W. Carpenter of Clinton, 
former pastor of the church, will be 
guest speaker at the morning serv- 
ice. The afternoon service, to begin 
at 1:30, will feature a youth singing 
group from First Church, Brook - 
haven. 

Lunch will be served at the church. 
Friends, former members, and for 
mer pastors are invited to all the 
day’s events. 


No bald - headed man was ever 
converted by a sermon during the 
fly season. 


The trouble with little sins is they 
don't stay little. 


and wicked attitudes given by P aul 


person. It is 
going astray from God. The moral 
corruption in human nature is a ten- 
dency to self -  centeredness. Our 


first morally responsible choices are _ 


self - assertive, self - centered, ex- 
pressing unwillingness to yield to 
God’s way in glad obedience. 

Sin is the universal plague in hu- 
manity. — This means that all peo- 
ple, everywhere, are affected. The 
one supreme threat to moral and 
spiritual health, to justice. and inte- 


grity in the social order, and to har- 


mony and goodwill among the peoples 
of the earth is the demonic power of 
evil in human hearts. 

Sin is the great destroyer. — First 
of all, it destroys a relationship with 
God and therefore destroys hope in 
human hearts. It destroys a sense of 
the meaning of life and therefore re- 
sults in the confusion and emptiness 
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Phas FL 5-2471 


LAMAR ot AMITE 


Prog ressswe since 4887 


ENJOY SWEET ONIONS!!! 
NEW BLUE RIBBON ASSORTMENT — 600 SWEET 
ONION PLANTS WITH FREE PLANTING GUIDE 
$4.80 POSTPAID. ‘ 

TEXAS ONION PLANT COMPANY 
“home of the sweet onion” 
One Onion Place, Farmersville, Texas 75031. 


BIBLES REBOUND & REPAIRED 
Write for free leather samples, price 
list. Ramirez & Sons Boot Mfg., Box 
1889, Odessa, Texas. 79760 P 


FOR ALL TYPES OF 


School & Church Furniture 


@ Complete stock of chairs, tables, desks and 


furnishings for Classroom, 
School, 
School and Church use. 


EVERYTHING FOR 
THE scHQQ. 
AND CHURCH’ 


vaeot mane 


get tired of. 


Coca-Cola has the taste you never 


Always refreshing. 


That’s why things 


go better with |] 


"Coke after Coke 
after Coke. 


BOTTLED UNDER AUTHORITY OF THE COCA-COLA COMPANY BY 


Auditorium Cafeteria 


Library, Sunday 


and every 


MISSISSIPPI! 
-Totalelel mil o]olh A Oren 


JACKSON — MISSISS 


5 
CGyeinn 39 
Nursing And Convalescent Homes — 


Modern New Facilities 


“For the finest in Convalescent Care” 
ef Memphis ef Coltierville 


Care Inn - Cleveland, Miss 
Phone - (601) 843-5347 


Care Inn - Clinton, Miss 
Phone - (601) 924-7043 
ay Ar Sa PS a * Tay 
Care Inn - Corinth, Miss. 
Phone - (601) 286-2286 
Care Inn - Greenwood, Miss. 
Phone - (601) 453-9173 


Grenada, Miss 
Phone - (601) 226-2442 


Care Inn - 


Holly Springs, Miss 
Phone - (601) 252-1141 


Care Inn - 


Indianola, Miss 
Phone - (601) 887-2682 


Care Inn - 


Care Inn - Yazoo City, Miss 


Phone - (601) 746-6651 


Collierville, Tenn 
Phone - (901) 853-8561 


Care Inn - 


Care Inn - Memphis, Tenn 


Phone - (901) 743-7700 


Trace Haven - Natchez, Miss. 
Phone - (601) 442-4393 


We invite and encourage you to bring your 
church group to your nearby Care Inn to visit 
with our residents 


services . 


loved ones. 


. arrange special seasonal pro- 
grams for our residents . . 


op 


Cleveland 


a + 


Indianola 


Clinton 


TRACE HAVEN 
Natchez, Miss. 


conduct religious 


. and visit your 


Holly Springs 
ODER LAGI IIE MO na il 


op 


Grenada 


Greenwood 
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Thursday, March 15, 1973 


im Lights In A Dark World 


; ap We. ©. Bemen, Whsted, Bink tenaiies 
» Someone asked me the question the other day, “What is the most im- 


no God. 


; ees in all the world?” As I pondered this question, many thoughts 
my mind such as health, freedom, peace, love, and security. But 
then I realized that the most important thing in my own 
personal life would be for my life to be centered in Christ 
* and abiding in His Will. The scriptures tell us that we should 
be shining lights in a dark world. It seems to me that 
there are too many dim lights flickering in a dark world. 
Why have our lights grown dim? 
I. FIRST, BECAUSE OF LACK OF FAITH: 
I still hear the sounds of men crying out that there is 
I still hear young people rebelling against 
church and many against Jehovah God. Oh how we need 
the kind of God Isaiah saw which was high and lifted up. 


the 


We need to have a deeper understanding of this-word ‘‘faith.” A light is 
to be seen and to shine light for Jesus in today’s world. Are you a shining 


us in Matthew's Gospel, 


light for Jesus so that. others may see Jesus in you? The scriptures tell 
chapter 5, verse 14, 


“Ye are the light of the 


id.” Our lights have grown dim today because of this lack of faith. 
SECOND, OUR LIGHTS HAVE GROWN DIM TODAY BECAUSE OF SIN: 


Tt seems that no longer today do Christians turn against the sins of the 
world, but join in with the world instead. tThe Bible says a light is to be 
~@ guide. How difficult it would be for me to drive my car at night with the 
“lights off. We can apply this to our own lives. Is your light shining so that 

ser might see Jesus in you or is your light so dim that others can’t even 


your light? 


. WHAT KIND OF LIGHT ARE WE TO SEND? 
The kind of light that we should send is the light that warms, the light 
which guides. This is the light that will shine brightly in a dimly lit world. 


4 Surely the Bible is true when it says, 
feet and a light unto my path.” The true light is JESUS. 
Him, the lights will be bright in today’s world. 


“Thy Word is a lamp unto my 
ian we follow 


‘Third Colleg ge President's Son Visits BMC 


-Vernon Lowrey of New’ Orleans, 
son of the late Dr. and Mrs. B. G. Low- 
rey, third president and first lady of 
Blue Mountain College (1898 until 1911) 
recently made a visit to the college to 
discuss plans for a family project that 
will be appropriate for the Centennial 
Celebration of the College founded by 
his grandfather, General M. P. L 0 w- 
ery. 

After a special faculty coffee at 
which Mr. Lowrey was a guest, three 
friends representing earlier days of 
BMC history gathered with the current 
college president and first lady for a 
picture. Seated, front, left, Mrs. E. 
Harold Fisher, wife of the sixth presi- 
dent, and Miss Bess Hutchins of Blue 


Mountain, professor of Spanish f ro m 
1928 until 1972. Back row, left to right 
—Vernon Lowrey; Dr. Fisher, current 
president; and J. E. Buchanan of Blue 
Mountain, for 39 years business man- 


‘ager of Blue Mountain. 


Lowrey, who was born on the cam- 
pus of BMC in the “Berry Cottage,” 
enjoyed pointing out places of mem- 
ory, but was intrigued with all new 
buildings, renovations, and improve- 
ments. He and five brothers live to 
continue praising those who keep 
“their’’ home college growing. (B. G. 
Lowrey, after leaving the college 
presidency, served his national 
government as Congressman for 
several terms representing the State 
of Mississippi.) 


Church Library Department Conducts Nationwide Clinics 


| ee — Three church ili- 
brary clinics will be conducted in Apr- 
il and May, 1973, according to Wayne 
Todd, secretary of the church library 
department of the Southern Baptist 
Sunday School Board, here. 

The first clinic will be conducted 
April 6-7 at Cedarmore Baptist As- 
sembly located between Louisville 
Frankfort, Ky. A second clinic, 
13-14, will be held at California 
tist College, Riverside. Immanuel 
Baptist Church in Little Rock, Ark., 
will be the site of the third clinic, May 
45. 

"All clinics will begin with a banquet 
on Friday at 6 p.m. and end Satur- 
day at noon. A presentation of slides 
a tape recorded narration en- 
“Services and Ministry of the 
h Library” will follow the Fri- 
banquet. Saturday’s program 
s “Outreach and the Church 


“The clinics are designed to aid 


church library workers but other 
church staff members will find 
them informative and helpful,” said 
Todd. 

Each clinic will consist of four con- 
ferences. These conferences will in- 
clude: “Beginning Library Workers,” 
“Classifying Books for the Church Li- 
brary,” ‘‘Audiovisual Education,” and 
“Introducing: Educational Media 
Workshop Guide and The Church Li- 
brary Record and Plan Book, 1973- 
74.” 

Faculty members for the California 
clinic include: Carlton Carter and Ja- 
mes Rose, both consultants in the 
board’s church library department; 
and Mrs. Jewell Carter, circulation 
and reference librarian at Golden 
Gate Baptist Theological Seminary in 
San Francisco. In addition to Rose, 
Jacqulyn Anderson and John H a‘ck, 
also church library consultants, will 
conduct the clinics in Kentucky and 
Arkansas. 


A registration fee of $4.00 for each 


et, Gulfport: April 1-7; Rev. 
Rebert Blann of Melvindale, Michi- 
gan, evangelist; Willard W. Wisby, 
song director. 


~.Benton Church: youth revival, Mar- 
ch 16-18; 7:00 p.m. except for the 
morning service on the 18th which 
will be at the regular 11:00 a.m. wor- 
ip hour; Rev. Rick Henson, student 
Clarke College, evangelist; music 
cted by Bill Brown, also a student 
rke College; Rev. Roy D. Haw- 


Corinth Church, Magee: Mar. 19- 
23; Dr. Howard H. Aultman, First 
Church, Columbia, evangelist; W. F. 
Walker, singer; Sunday, March 18, 
at'1l a.m. and 7 p.m.; services Mon- 
flay through Friday, at 7:30 p.m.; 


OLD BIBLES REBOUND 


an Designed 
*s Church 


| is your factory authorized repre- 
Sentative for the state of Mississippi, ex- 
|.tjuding Northern counties. You should 
informed that Rodgers organs pur- 
Phased from a representative other than 
MMI in this territory will not be guaran- 
teed by Rodgers Organ Company 
Mail the attached coupon for informa- 
tion on the full line of Rodgers church 
organs priced from about $4,000. 


a 


Revival Dates 


Rev. James E. Messer, pastor. 


Eastlawn, Pascagoula: March 11 - 
18; Rev. W. A. Wimbs, pastor, prea- 
ching; Leon Westerhouse, music 
evangelist of Birmingham, Alabama, 
leading singing. 


First Church, Coffeeville: 
25-31; Rev. Clyde Gordon, Bowl- 
ing Green, Kentucky, guest evangel- 
ist; Bob Coleman, minister of music 
at West Laure! Church, Laurel, guest 
singer; services 10:30 a.m. and 7:30 
p.m.; Rev. Donnie L. Stewart, pas- 
tor. 


March 


First Church, Lake (Scott); Mar- 
ch 18-23; 9:30 a.m. and 7:30 p.m.; 
Rev. Robert Strickland of Panama 
City, Florida, evangelist; Frank Sti- 
edle, music director; Rev. Francis 
Martin, pastor. 


White Oak (Smith): youth revival; 
March 16, 17, 18; Jon Doler, student, 
Mississippi College, and pastor of 


Howard Patterson, student 
Mississippi College, and minister of 
music at Main Street Church, M e n- 
denhall, singer; Rev. J. Doyle Caples, 
pastor. 


Ebenezer Church, Senatobia: youth 
revival; Mar. 18-23; Sunday services 
at 11 a.m. and 7:30 p.m.; Rev. Paul 
Bryant, pastor of Belen Church, evan- 
gelist; Jerry Beaty, minister of mu- 
sic of North Side Church, New Al- 
bany, singer; Becky Buford of Eben- 
ezer, pianist; Rev. Claude Lazenby, 
pastor. 


Bethel Church, Brandon: March 18- 
21; Rev. J. B. Costilow, Clarke Col- 
lege, evangelist; Dan Guest of First 
Church, Pélahatchie, directing the 
music; services 9 a.m. and 7:30 p.m.; 
youth of the church in charge of lead- 
ership activities and the choir; Rev. 
Elton Moore, pastor. 


Van Winkle Church, Jackson; Mar- 
ch 18-25; services nightly at 7:30; 
Evangelist Eddie Martin, one of Sou- 
orn. Bagtists’ most ponwler tvltime 
evangelists; Sdlolst Mrs. Bonnie Cal- 
vert of Winter Haven, Florida; music 
director Joe Joslin, new director of 
same church; Rev. H. A. Milner, pas- 


tor. 
w 


Bible Society To 
Present Gospel To 


Every Home In Ulster 

DUBLIN (RNS) — The British 
and Foreign Bible Society plans to 
deliver free of charge a special edi- 
tion of Luke’s Gospel to every home 


clinic will pay for the banquet and a 
notebook of materials. For +registra- 
tion contact the Church Library De- 


partment, The Sunday School Board, 
127 Ninth Avenue, North, Nash- 
ville, Tenn., 37234. ‘ 


Pictured is D. W. Lott Sr., 
man of deacons, as he presents the 
check to his pastor, Rev. Q. C. Bar- 


chair- 


rett, on behalf of Greens 
Church. 


Creek 


Greens Creek Sends 
Check To Help Build 
Rural Church In Ghana 


Greens Creek Church, Lebanon 
Association, has given a check of 
$500.00 which will assist the Baptist 
members of Savelugu town in Ta- 
male Baptist Association Ghana, to 
build a Baptist church. 

Missionaries Ralph and Cora Joyce 
Davis, who serve as advisors to this 
association in Tamale, Ghana, West 
Africa, have expressed their gratitude 
and declared the gift an answer to 
many years’ prayer. (The Davises, 
who are Mississippians, are now on 
furlough and are living in Hattiesburg 
this year.) 


The Revelation 
To Present 


“Show Me!” 


The Revelation from First Church, 
Jackson will present “Show Me!”’, a 
daring new kind of religious musical 
at the city auditorium in Jackson on 
Friday, March 30, at 7:30 p.m. 

Billed as ‘‘a contemporary love and 
concern musical about Jesus,”’ the 
show takes some unceremonious pok- 
es at establishment religion, while 
giving its audiences a brave, new 
look at the plan of salvation. 

“Show Me!" is directed by Larry 
Black, minister of music at First 
Church, and choreographed by Mrs 
Gary Cress. Black said five - screen 
multi - media will be the background 
to th production. ‘‘Show Me!”’ uses the 
sights and sounds of today’s youth 
to tell the story. Twenty - four new 
songs move the listener from id 
satisfaction . through conviction , 


- eémmitment. ‘Choreography gee ~ 


most incidental, but a rear - projec- 
tion multi - media presentation great- 
ly increases the intense impact of 
some of the more dramatic songs. 
Writers Jimmy and Carol Owens 
are musicians who feel that the dilem 
ma of today’s church is not just con- 


fronting the non - Christian. Some 
changes must come from inside 
the church. 

“When the Christian church - gocr 


finally realizes that his ivory tower 
religion isn’t winning others to God,” 
Jimmy declares, ‘‘then he can be 
come completely committed and in 
volved. That's when God takes over 
and changes his life.’’ 

Jimmy and Carol are a husband- 
and - wife team who have been involv- 
ed in church music for most of 
their lives. Jimmy has been minister 
of music at several churches and now 
devotes his full time to writing and 
arranging. 


-A sound track recording, of the en-. 


tire show has been released on the 
impact label. Says Bob Benson, vice- 
president of Impact: 

Tickets to “Show Me!" are avail- 
able from members of The Revela- 
tien or in the music office at First 
Baptist Church, P. O. Box 1158, Jack- 
son, Miss. Zip 39205. Prices are $1.00 
for students and $2.00 for adults 
in Northern ireland 

The book, entitled ‘‘Good News for 
Ireland Told by Luke’’ will be dis 
tributed during Lent. The society said 
the title was specially chosen ‘‘be 
cause good news is a commodity sore 
ly need in Northern Ireland. 


Jacksonian Is State Coordinator 


Of Nationwide TV Clean-Up Effort 


Interested citizens gathered at Mrs. 
D. W. Boutwell’s at Forest, recently 
to meet with Mrs. Paul Hogue, of 
Jackson, Mississippi coordinator for 
the nation - wide campaign to clean 
up television. 


Mrs. Hogue told of attending the 


kick - off CleanUp — Television Lun- 
cheon at th Wardman Park Hotel 
in Washington, D. C., recently,-where 
the following people spoke: Mrs. Mar- 
tha Rountree, originator of ‘Meet 
the Press’’ and President of Leader- 


Michael Memorial 
Begins Building 


On February 25, the members of 
Michael Memoria) Church, Gulfport, 
held a ground breaking service for a 
new educational building. The build- 
ing will be 60 x 40 and will contain 
Sunday School rooms, pastor’s office, 
and library. The building should be 
finished by the a of pak 1973. 
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Baptist Hospital - - - 


(Continued from page 6) 

We pause to acknowledge that the 
soul of man must also be nurtured, 
made whole and complete, for what 
does it profit a man if he gains the 
whole world and loses his soul. We, 
thefefore, set aside this institution to 
minister to the total man — the whole 
man — spirit as well as body. 

On behalf of all Southern Baptists 
we acknowledge our mutual love 
and understanding and offer to you 
the services of this institution because 
we care and we would give evidence 
of that care. May God's blessings 
be upon this hospital. May His favor 
be upon its staff and His healing 
presence upon all its patients. 

And, thank you. 


BEIRUT, Lebanon — University 
Baptist Church here has__ renovated 
a bar arid discotheque and dedicated 
it as a church. The new meeting 
place, located in the city’s business 
district, was filled to capacity for the 
Sunday evening dedication service. 
About 150 persons heard Ron Bar - 
tee, member of the church commit- 
tee, tell about the dance floor, the 
beer cans and the private lounges 
which hé and Southern Baptist mis- 
sionary pastor J. William Trimble 
found upon their fitst examination of 
the quarters. “Frankly,” he said, “I 
couldn't, visualize a church here. 
But then I thought, if God can take 
a person who is all messed up and 
straighten him out, maybe he can do. 
something with this." 


Hattiesburg Luncheon Honors 
Writer, Phyllis Nell Lane 


encouragement in everything she has 
done through the years. 

The Baptist Women of the Main Phyllis Nell’s great capacity for in- 
Street Church, Hattiesburg, honor- dependence can be largely attributed 
ed Phyllis Nell Lane recently at a to her parent's insinsted that she do 
luncheon in the church. She was pre- all she could for herself. For this 
sented a book for. her outstanding reason she has been able to travel 
contribution as church reporter for with her family to New York, Wash- 
Baptist Women, as a leader of a ington, California, Florida, New Mex- 
Training Union group and as group ico and Pennsylvania. 
leader of the Fonce McPhail McFad- 
den Prayer group. 


A cerebral palsy victim since child- 
hood, Phyllis Nell explains, ‘‘It is dif- 
ficult for me to communicate by word 
of mouth to a majority of people, but 
I can convey my thoughts and feel- 
ings of God through devotionals and 
stories that I peck out on my type- 
writer.”” . 


“Crutches throw me off balance. To 
help me walk I use a long stick which 
I hold with both hands, as one 
would hold a broom. When I was lit- 
tle I used a fishing cane,” says the 
daughter of Mrs. W. H. Lane and the 
late Mr. Lane. 


Phyllis Nell's 


spends hours 
each day writing stories and devo- 
tionals on her special IBM ty pe- 
sparkle as she recalls the past, “My writer. The cerebral palsy victim 
main ambition was to graduate from e¢ombines a successful writing ca- 


Phyllis Nelli Lane 


dark brown eyes 


college so I enrolled at William reer with magazine sales. The Bap- 
Carey. Mrs. B. L. Parkinston, a pro-' tist Women of Main Street Church, 
fessor, insisted I come home and 4Hattiesburg, honored Phyllis Nell for 
type her lectures from memory. I her outstanding contributions to the 
didn’t know at the time this was ex- life of the church. eta Photo by 
cellent training to be a church report- Charles Harris) 

er. I majored in general speech and 

had a minor in English. a 

“I didn’t know what I wanted to do REVIVAL 
as a vocation so I decided to write RESULTS 
a story of my life. The story was : 
accepted by Baptist Student. Thus cust Courch, Union: Rev. Bob Bar- 
my writing career-_was—born.- My — ker, Jr., evangelist; Randy LeBlanc, 
story, ‘Determination versus Streng- singer; 20 professions of faith; 42 re- 
th, was re-written by Wayne E. Todd dedications; four additions by letter; 
for a Southern Baptist magazine.’’ unusual by large crowds in morning 

To date Phyllis Nell has had 11 arti- services, with 191 in attendance 
cles published in Southern Baptist on Friday morning; Rev. F. Douglas 
magazines and a story in Christian White, pastor. (Bob Barker, Jr. has 
Life. just completed his second year in full- 

She has written a week of devo- time evangelism. He can be reached 
tionals which will come out in Open @t 55 Margaret Avenue, Chickasaw, 
Windows, in 1974. Ala. 36611). 

The young writer readily admits shiloh Church (Lafayette): Rev. 
she has no speed on her IBM electric Gerald Buckley, pastor of West Hei- 
typewriter. She spends days writing ghts Church, Pontotoc, evangelist; 
one devotion. The machine has a spe- five professions of faith; seven reded- 
cial keyboard cover about one-fourth ications of life; Rev. Partee Tutor, 
of an inch above the keys. In order pastor. 
to type she has to put her finger in the 
hole of the desired key. First Church, Ripley: February 18 

Neighbors often see Phyllis Nell 25; Dr. Paul Wilson, pastor, evangel- 
riding her three - wheel bicycle down ist; Bob Koonge,. minister of music 
the street to Main Street Church. at First Church, singer; seven pro- 
She enjoys visiting her pastor, Dr. fessions of faith; eight additions by 
John E. Barnes, for he has given her letter; numerous rededications. 
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ship Foundation which sponsors the 
Clean Up TV campaign; Mrs. William 
Bright, wife of the founder of Cam- 
pus Crusade; Mrs. Ruth Dienert, dau- 
ghter of Billy Graham; Mrs. George 
arin ary prctowrery, ee Two men had sat over their coffee 
Mrs. Helen Bentley, Chairman of the {Fr two hours, taking up space in a 
Maritime Commission; and Ro b- busy eating ‘place. Finally, the wait- 
ert -E. Lee, Acting Chairman-of FCC: ~ T&55 handed them a check for $3. 

Mis. Hogue said: ‘We heave a real “Wow! Is that for the coffee?’’ one of 


them asked. ‘‘No!"’ snapped the wait- 
opportunity at last, with very sound — ress. “That's a parking ticket.” 
people across our nation, to change 
the direction of television and the me- 
dia, _which have, in recent years, 
beckoned the American people t 0 w- 
ard decadence. .. . If we take for 
granted the blessings of living in 
America and do nothing to keep 
them, we will surely lose them. But 
if we decide to lay our lives and ener- 
gies on the line, we can accomplish 
great things.”’ 
Those wanting to enlist contact Mrs. 
Paul Hogue, 836 N. Jefferson, Jack- 


If more husbands had self starters, 
fewer wives would have to be cranks. 


Three small boys were discussing 
their grandfathers. One bragged 
that his grandfather had done a lot 
of prospecting up in Alaska and had 
found a lot of gold. 

Another said his grandfather was a 
deep sea fisherman and had won 
several prizes for catching the larg- 


est fish. 
"in fee ube 


The third. ditthe, 
fiadt't been so nae fou 

grandfather had long suffered from a 
bad heart and had recently had a 
packmaker transplanted in his body. 
The youngster seemed stumped for a 
moment. The he said proudly, ‘‘H’m. 
Neither one of you guys has a grand- 
father who runs on batteries!"’ 


There are ‘‘at least’’ 339 published 
English versions of the Scriptures, ac- 
cording to Miss Elizabeth Eisenhart, 
librarian of the American Bible Socie- 
ty. Of these 45 are complete Bibles, 
nine contain the Old Testament text 
only, and 88 the New Testament. The 
remaining 197 are versions with one 
complete book or more, but less than 
complete Testaments. 


Little white lies have a habit of 
picking up a bit of dirt as they grow 
along. 


Meet With Furloughing Missionaries 


First Church, Richton, went over its Lottie Moon Christmas Offering goal of 
$1,150.00 by giving $1,166.93. One of the highlights (pictured) of the Week of 
Prayer was meeting in the home of Rev. and Mrs. Tom Barron, mission- 


aries on furlough from Indonesia, for the program on Indonesia. ‘‘Much in- 
spiration has been received from this wonderful couple,"’ statés Rev. Mar- 
cus Finch. , 
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